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ABSTRACT 


The U.S. glass industry is a $28 billion enterprise and millions of tons of glasses are melted each day by 
different heating techniques, such as conventional oil fired furnaces or via electrical heating. The share 
of electrical heating is bound to rise steadily because it is cleaner and more energy efficient. Due to this 
situation molybdenum will play a significant role in electrical glass melting, since it is the most 
frequently used electrode material to deliver the electricity into the glass melts. Although it has a high 
melting point, high electrical and thermal conductivity and a low coefficient of expansion, molybdenum 
electrodes fail because of lack of sustainability during the glass melting process. Melt reaction with 
electrodes is the fundamental barrier to higher melting temperatures. Glass manufacturers have 
suggested that the need for better performance of molybdenum electrodes will see a rapid 
advancement in the use of electric heating system in the U.S. 


This work first focused on post-mortem analysis on used molybdenum electrodes with and without the 
current load in order to establish failure mechanisms for molybdenum during glass melting. It was 
determined that service life of molybdenum electrodes are limited by poor oxidation and corrosion 
resistance of molybdenum with redox reactions. Various studies have shown that the failure mode for 
molybdenum electrodes is a complex phenomenon. It depends on chemical composition of the 
electrode, current density and frequency, and chemical composition of the glass melt, specifically 
polyvalent ions that may be present in the melt. In this work, the MoSiB coating was validated as a 
promising protection for molybdenum from oxidation attack. Several molybdenum and molybdenum 
based-alloy electrodes were tested in different molten glasses in the remelter furnace to optimize the 
structural characteristics that are needed in Mo electrodes. Moreover, the quantitative data and 
fundamental knowledge gained in this work is being applied for molybdenum electrode production to 
extend its service life and also improve its quality. 
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1. Introduction 


1.1. Glass 


The U.S. glass industry produces over 20 million tons of glass products and about $28 billion in sales 
annually. Glass that is used in innumerable products and has become a common part of our daily lives, 
primarily because it is cost-efficient and has many properties that may be manipulated based on its 
composition and processing methods. The type of glass is usually designated by its principal oxide or 
oxides. There are three principal glass-forming oxides: silica (SiO2), boric oxide (B203), and phosphorous 
pentoxide (P2O;)[1]. Glass is produced in a two-step process, and further shaped its applications. The 
first step is mixing the glass-forming oxides to make up the glass and feeding them into the furnace. The 
second step is melting the batch. This study will focus on the second step, the glass melting, which is 


carried out using molybdenum electrodes, generally referred to as GME's — glass melting electrodes. 


1.2. Glass Melting 


During glass melting, the raw materials are continuously charged into and the molten glass withdrawn 
from the furnace. Glass melting temperatures depend on the glass composition and typically range 
between 2372°F and 2822°F. A conventional method of providing heat to melt the glass is to burn fossil 
gas and air above a batch of continuously fed material and to draw the molten glass continuously from 
the furnace. Heat transfer is controlled by radiative transmission from the refractory structure which is 
heated by the flames[2]. In the recent past, electric resistance heating using molybdenum GME's the 


method that has been developed and widely utilized is to melt glass. 


The utilization of electrical heating is bound to rise steadily. Its advantages include lower direct 
emissions, potentially increased melting rate per m? of furnace area, improved direct energy efficiency, 
lower raw material costs, better glass quality, more homogeneous glass, and potentially a more simpler 
operation[3]. Electrical heating furnaces were not considered as replacements of traditional fossil fuel- 
fired furnaces until the 1980s when the larger capacity electric furnaces were developed. Nowadays 
4096-5096 glasses in U.S. are melted electrically by electrodes; moreover the portion of electrical heating 


rises every year[4]. 


Electrical heating can be achieved by placing electrodes into the molten glass. Two electrical heating 
methods are commonly used: electrically in combination with another heating method or solely 
electrically. The first method, partial electrical heating[5], the electrodes are heated with conventional 
burners or radiant tube burners. This method of glass melting is called electrical boosting. The second 
method, electrical heating[6], uses 100 percent electrical energy to melt glass and all the heat is only 


provided by the electrodes. However, glass melting in all-electric heating furnaces is costly[7]. 


1.3. Molybdenum Electrodes 


Electrodes used in electric heating furnaces are of great importance in glass melting technology and feed 
alternating electric current into glass melts. Because the glass melt has ionic conductivity, the electrical 
resistance of glass melts causes Joule heating in the molten glass. Molybdenum electrodes for glass 
melting applications are required to have a high melting temperature, high strength, good oxidation 
resistance, excellent electrical conductivity, and superior creep behavior at elevated temperatures[8]. 
During glass heating by electrodes, many aspects need to be considered: furnace design, the 
composition of the molten glass, electrode composition and structure, the shape of electrodes, and the 
number and arrangements of electrodes. Electrode materials can be graphite, pure metals (iron, 
tungsten, molybdenum, tantalum, platinum, or niobium), or alloys (nickel-chromium alloys, nickel- 


chromium-molybdenum alloys, or tin oxide)[3]. The majority of electrodes used (9596) are molybdenum. 


Molybdenum's high melting point makes it an excellent candidate for a range of melting temperatures 
depending on the glass composition. It also possesses high electrical and thermal conductivity and a low 
coefficient of expansion, which helps it withstand thermal shocks. Since it is wetted well by glass, the 
contact resistance between the electrode and glass is small, so that relatively high current densities can 
be applied[9]. As a result, small-diameter electrodes can be used to feed high currents into the glass 
melt. Therefore thermal losses from electrodes are low and thus energy savings are attained. However, 
there are deficiencies with molybdenum GMEs that need to be addressed during glass melting. These 


are discussed in the ensuing sections. 


1.3.1. Oxidation Resistance 


Pure molybdenum electrodes oxidize in a high temperature environment. Molybdenum trioxide (MoOs) 
continuously vaporizes as a white powder when heated above 700°C in air without any protective layer 
for the material. Figure 1[10] shows that pure molybdenum’s weight loss occurs dramatically at 
temperatures above 700°C due to oxidation. While the glass is not yet at 700°C, the molybdenum 
electrode is exposed to the air and thus oxidizes rapidly leading to failure. Thus it is essential to protect 


molybdenum electrodes from oxygen in the atmosphere until the glass melting temperature is reached. 


Comm weight loss [h], 


Figure 1: Dependence of weight loss of molybdenum on temperature when heated in air[10]. 


1.3.2. Corrosion Resistance 


Besides the poor oxidation resistance, molybdenum electrodes have a low corrosion resistance to 
polyvalent ions in the molten glass at high temperatures. Molybdenum’s corrosion rate is drastically 
increased by the presence of lead oxide, cations of arsenic, or antimony. In addition, the presence of 
other polyvalent ions, such as Fe?*, Co”*, or Ni?* can greatly increase the corrosion rate of molybdenum 


at high temperatures. 


Matej[11] investigated the relationship between molybdenum corrosion and lead precipitation rates. 
The corrosion rate of molybdenum is expressed as the rate of precipitation of lead oxide, which is 
proportional to the sum of the molar concentration of both alkalis. This trend can also be explained by a 
theoretical current-potential curve of a corrosion system as shown in Figure 2[12]. The corrosion 


potential increases with increasing cation concentration. It can be noted that molybdenum corrosion is 


accelerated due to lead oxide. The rate of corrosion is determined by the intensity of the anodic current. 
Layers of reaction products containing molybdenum, lead, potassium and small amounts of sodium 
occur on the surface of molybdenum electrodes in lead glass melts. In the case of iron, nickel or cobalt[9] 
acting as an oxidizing agent in the corrosion reaction of molybdenum, increasing concentration of these 
metal ions results in a raised cathodic current, depicted as the dashed curve in Figure 2[12]. The dashed 
curve shows that the corrosion potential value shifts to a more positive value, resulting in a higher 


corrosion rate of the molybdenum electrodes. 
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Figure 2: Dependence of the rate of electrode processes on the polarizing curve potential[12]. 


Yamamoto[13] investigated the influence of antimony, which is used as a refining agent, as well as, the 
effect of temperature on the corrosion of electrodes in glass melting. A schematic drawing of the 
corrosion mechanism is given in Figure 3 (a) and (b)[13]. Since the normal electrode potential of 
molybdenum is much lower than that of antimony, molybdenum electrodes can be easily corroded in 
the glass melt containing antimony ions. The metallic antimony particles were observed around the 
electrodes after dipping in the glass melt. Antimony ions and the dissolved molybdenum ions were 
detected in the molybdenum/glass interface. It was concluded that molybdenum corrosion rates were 
proportional to the antimony concentration in the glass melt and the dominant factor of the corrosion 


process was the redox reaction of the molybdenum electrodes with antimony ions in the glass melt. 
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Figure 3: Corrosion mechanism of molybdenum electrodes in glass melts (a) without AC supply or (b) 
with AC supply[13]. 


1.4. Solution Pathways to Improve GME Performance 


Molybdenum electrodes suffer attack from oxygen and molten glasses and fail prematurely during the 
glass melting process. Due to the redox reactions, the life of molybdenum electrodes is limited and 
these molybdenum need to be replaced when failure occurs, causing an interruption of the glass 
manufacturing process. Moreover, the material cost for molybdenum is high; and it is desirable to 
extend the service life of these molybdenum GMES. Longer service life of electrodes is an important goal 
in advancing glass melting technology. Glass manufacturers have asked for enhanced performance from 
molybdenum electrodes, which result in a more competitive glass industry. Recent attempts using 
coating and micro-alloying techniques molybdenum to extend the service life of molybdenum GME's has 
met with limited success. Appendix A is a critical literature review on molybdenum electrodes' 
performance in glass melting. This study was launched to establish the operative mechanism(s) leading 
to degradation and failure of molybdenum electrodes when melting different glass chemistries, and 


develop solution pathways to enhance the performance of molybdenum electrodes. 


2. Objectives 


The main objective of this study is to establish the failure mechanism for molybdenum electrodes and to 
develop solutions to extend the service life of molybdenum GMEs. Although oxidation and corrosion 
problems are decoupled, there may be some interactions between them, causing coupled problems in 
reality. For example, oxidizing the electrode initially may have an effect on the corrosion resistance in 
the glass melt. Thus it is critical to first establish the failure mechanism of molybdenum electrodes, in 


order to develop solution pathways. 


Three phases have been laid out to accomplish the above stated objectives: 
Phase 1: Analyze used electrodes from the commercial sector; carry out post-mortem analysis of 
failed electrodes and develop hypotheses for failure modes and mechanisms. 
Phase 2: Design of MoSiB coating for molybdenum electrodes to improve oxidation resistance. 
Phase 3: Design molybdenum electrodes to overcome the failure modes, identified in Phase 1 
and 2. Beta site testing of differently processed molybdenum electrodes in different glass 


chemistry environments. 


Based on the methodology mentioned above, the ultimate goal is to introduce to the glass 


manufacturing market a GME that is far superior to existing GMEs. 
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3. Failure Mechanisms in Molybdenum (Mo) Electrodes 


3.1. Background 


The function of molybdenum electrodes in glass melting furnaces is to deliver electrical current into 
glass melts, providing Joule heating. The molybdenum electrode needs to be replaced when one 
corrodes or breaks off during the life of the furnace. Bottom and side mounted electrodes are basic solid 
molybdenum cylinders. If the electrode is side mounted, the tip of the electrode will undergo severe 
corrosive attack which usually produces as a 'pencil' shaped electrode. As the glass melt becomes more 
corrosive, the side-mounted electrodes need to be pushed in to maintain the correct current density 
and melt temperature. Molybdenum electrodes are used as heaters for glass melting either via all- 
electric heating or electric-boosting methods. In all-electric heating furnaces, glass melts are only heated 
by molybdenum electrodes, while, electric-boosting is an add-on technique to assist the conventional 
combustion system in order to improve the efficiency and to more effectively control melt temperature. 
All-electric furnaces are limited by higher operating cost and shorter system lifespan (including the 


service life of electrodes) than conventional furnaces. 


Based on the glass industry experience, molybdenum electrodes usually last about two years in the glass 
melting furnace if they were used for electric-boosting. Ideal molybdenum electrodes shall last as long 
as the service life of glass melting furnaces (fourteen years depending on the conditions) to eliminate 


the cost and safety issues caused by changing electrodes. 


3.2. Examination Results and Discussions 
3.2.1. Commercial Electrodes from Glass Industry 


The failed molybdenum electrode assembly shown in Figure 4 was obtained from a commercial glass 
producer. It was installed and operated in the molten glass for about one year. Figure 5 indicates the 
design of the electrode assembly, which is made of a solid head and a hollow shaft from molybdenum. 
Upon disassembly of the electrode, severe degradation was observed (Figure 4). Visual inspection 
revealed significant metal loss from the molybdenum head, as shown by the red dashed lines in Figure 6. 
Further examination of the electrode assembly revealed that the molybdenum electrode head suffered 
severe corrosion attack resulting in significant loss in diameter. The minimum diameter of the electrode 


head was about 2 inches (i.e., less than 5096 of the original diameter). Glass deposits had adhered to the 
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surface of the electrode head. Severe pitting corrosion attack was also observed in the core of the 


molybdenum head close to the shaft, as shown in Figure 7. 


Figure 4: Molybdenum electrode assembly: a) electrode head, and b) electrode shaft. 
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Figure 5: The schematic sketch showing the electrode assembly before the failure. 
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Figure 7: Cross section of molybdenum electrode head: a) close to electrode shaft; b) close to tip of head. 
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Corrosion investigations were conducted on the electrode head. Two disks were sectioned from both 
sides of the electrode head; one was close to the shaft and the other was close to the tip of the head 
(Figure 6). For each disk, two metallurgical samples were prepared; one was for the outside surface, 
which was exposed to the molten glass and the other was for the core area, which suffered pitting 


attacks (Figure 8). 


The first disk (close to the electrode shaft) was visually inspected after sectioning. It showed some 
evidences of uniform general attack on the outside surface and some pitting corrosion attack in the 
center (Figure 7 (a), 8). The outside surface was rough and uneven, had a dull appearance, and 
contained some glass deposits. Further examination of the surface using a Scanning Electron Microscope 
with energy-dispersive X-ray analyses (SEM/EDS) revealed glass penetration at the interface between 
molybdenum and molten glass (Figure 9). Analysis of the plate center, the core and the black concentric 
circle (shown in Figure 8) showed the presence of diffused glass components (Al, Si, and O). Some 
penetrated glasses were also evident in the black concentric circle of the first plate (Figure 10). 
Continued evaluation of the center of the plate using SEM/EDS revealed that iron was also present in 


the core of the electrode head, besides the glass components (Figure 11). 


The second disk (close to the tip of the electrode head) was visually inspected after being sectioned. It 
shows evidence of irregular attack on the outside surface, which was more severe than on the first disk. 
Besides the dull color and glass deposits, cracks were also observed on the outside surface (Figure 6). 
Evaluation of this surface using SEM/EDS revealed that much more glass penetration at the electrode- 
glass interface than in the first disk (Figure 12). On the right side of the penetrated glass in Figure 12, 
molybdenum and oxygen were observed both in grains and on grain boundaries, while iron was only 
identified on grain boundaries (Figure 13). On the left side, further examination indicated the amount of 
oxygen was significantly greater on the grain boundaries than in grains and no iron was observed (Figure 
14). The majority of the center of the disk plate was in good condition except for the middle black 
concentric circle (Figure 7 (b)). There is no evidence of pitting or general corrosion attack on the center 
of the plate. Continued analysis of the middle area of the plate identified the black concentric circle as 
also diffused glass components (Figure 15).Another important observation is that molybdenum was also 
identified in Figure 15. The loose molybdenum oxides, which dissolved into the glass components from 
the electrode substrate showed no alloying with other glass components. Further investigation of the 


electrode shaft was not performed. 
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Figure 8: Two metallurgical samples were prepared from the green circle position. 
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Figure 9: SEM image of the outside surface of the first disk plate. EDS spectra indicated the presence of 
penetrated glasses (see arrows). 
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Figure 10: SEM image of black concentric circle of the first disk plate. EDS spectra indicated the presence 
of diffused glass components and glass droplets (see arrows). 
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Figure 11: SEM image of the core of the first disk plate. EDS spectra indicated the presence of diffused 
glass components (see arrows). 
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Figure 12: SEM image of the electrode-glass interface between in the second disk plate. EDS spectra 
indicated the presence of penetrated glasses network (see arrows). 
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Figure 13: SEM image with high magnitude of the right side of the penetrated glasses in Figures 3-9. EDS 
spectra indicated the presence of molybdenum, oxygen, and iron on grain boundaries and molybdenum 
with lower oxygen content in grains (see arrows). 


17 


30.22 wt% O 
69.78 wt?6 Mo 


4.41 wt% O 
95.59 wt% Mo 


SEM SEI 15.0kV X250 WD 10.0mm  100um 


Figure 14: SEM image with high magnitude of the left side of the penetrated glasses in Figures 3-9. EDS 
spectra indicated the presence of molybdenum and oxygen in grains and on grain boundaries (see 
arrows). 


0s 1 1.5 2 25 3 35 4 45 
ull Scale 274 cts Cursor: 0.000 keV| 


re A 
do. 
D * 


10.0kV x90 WD 99mm  100um 


0.5 1 1.5 2 25 3 35 4 45 
ull Scale 274 cts Cursor: 0.000 keV| 


Figure 15: SEM image of the black concentric circle of the second disk plate. EDS spectra indicated the 
presence of diffused glass components and loosen molybdenum oxides (see arrows). 
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Corrosion investigations on the commercial electrode assembly points out that the failure of the 
electrode assembly is not only due to the glass melts, but also the design itself. The corrosivity of glass 
melts greatly impact the life of molybdenum electrodes. The corrosion of pure molybdenum is a redox 
reaction between metallic molybdenum and the depolarizer[12] (like Fe?*, Co?', Ni?*, or Sb?) in glass 
melts. Metallic molybdenum is oxidized and dissolved in the glass melts while the depolarizer is reduced 
to metallic iron, cobalt, nickel or antimony, which in turn can dissolve additional metallic molybdenum. 
This indicates that molybdenum was loosened in the form of metallic particles by corrosion, resulting in 
the glass intrusion and the surface removal of the molybdenum electrode head. The glass batch is 
different from plant to plan and location to location. In some case, glass batches may contain from 3596 
to 5096 recycled glass. Although the exact compositions of glass melts are not available, the basic 
chemical components of SiO? and Al203 identified by EDS are known from the glass melts. Evaluations of 
outside surface of the electrode head indicated an intergranular attack in the near-surface region of the 
electrode head. The tip of the head was more heavily corroded than the rest of the electrode surface, 
because the glasses had formed a continuous network. Another observation on the left side of 
penetrated glasses (next to the molten glass) is that only molybdenum oxides were identified in this 
area. As before, the oxygen content on the grain boundaries was much higher than in the grains. It is 
hypothesized that molybdenum was initially oxidized by oxygen during the furnace startup (before the 
glass melted at 1000'C), when the air was present. Molybdenum is oxidized by air at temperature above 
700'C[14], resulting in the formation of molybdenum oxides along grain boundaries of molybdenum 
electrodes. In addition, iron was only observed on the grain boundaries on the right side of penetrated 
glasses (next to the electrode substrate), which indicates the redox reaction between metallic 
molybdenum and Fe% from the melts occurred on grain boundaries. Molybdenum is corroded on the 
account of the reduction of the molten iron, which defines the corrosiveness of the glass melt[12]. This 
ultimately degraded the mechanical strength of the electrode. The cracks observed near the tip portion 


are evidence of this degradation. 


The electrode assembly which has been investigated was designed with the external water jacket. 
Cooling water was pumped inside through the shaft to cool down the electrode assembly so that the 
molybdenum was not susceptible to corrosion. Evaluations of the pitting corrosion attacks on inside of 
the electrode head indicated the cooling water had also contributed to molybdenum corrosion. There is 
often a direct contact of molybdenum with the components in the water mainly consisting of copper 


and brass which can enhance the corrosion attack[15]. Moreover, large temperature gradient from the 
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water cooled center to the hot glass melt caused contraction and expansion in respective places, 
contributing to the crack propagation. It is hypothesized that the pitting corrosion attack was from the 
corrosion between molybdenum and components in the cooling water, and then large temperature 
gradient caused the crack propagation, which resulted in accelerating the corrosion from the melts. 
These results can also explained why there was no observation of pitting corrosion in the center of the 


second disk plate (toward the tip of the electrode head) where the cooling water did not reach. 


3.2.2. Molybdenum Electrodes Tested in the Laboratory Furnace 


Due to the confidentiality policy of the glass industry, information for the electrode assembly, like the 
composition of batch, the electrode's working condition, and operation temperatures, is not available. 
To methodically carry out the post-mortem analysis of failed electrodes in glass melts, a prototype glass 
remelter furnace was built at HC Starck. Details of the furnace are presented in section V. Solid 
molybdenum electrodes were tested in this laboratory furnace. Figure 16 shows a schematic sketch of 
the electrode. Soda-lime glass with the chemical components SiO;-Al203-Na20-CaO-MgO-Fe2;0s-K;O was 
used for the glass melts. To prevent oxidation from the air, electrodes were immersed in the glass after 
it was molten and the glass temperature was 1200°C.The test duration was four weeks without the 
current flowing through the electrode samples. To evaluate the corrosion of molybdenum, metallurgical 
samples of the cross-section were prepared. Secondary-electron (SE), back-scattered (BSE) images and 
energy-dispersive X-ray analyses of the samples were acquired with a Jeol JSM-7000F scanning electron 


microscope. 


After a four-week corrosion test, the surfaces of the molybdenum electrodes showed an obvious 
corrosion attack from the soda-lime glass melt. Visual inspection of the electrode surface revealed a 
dark color and a thin layer of glass deposits (Figure 17). The smallest diameter of the electrode was 
about 0.0015 inch less than the original diameter. Further SEM examination revealed intergranular 
corrosion around the outer edge of the samples. Observation of grain coarsening at the electrode grain 
margins near the surface was also evident (Figure 18). Analyses of the interface using EDS revealed that 
diffused glass components (Si, Al, and O) deposited on grain boundaries (Figure 19). Besides isolated 
glass droplets, compounds consisting of molybdenum and the glass components were also observed 


along grain boundaries (Figure 20). The maximum penetration depth is up to 1200 microns. The glasses 
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were not only deposited along the grain boundaries but also formed a nearly continuous layer over the 


electrode surface. Some loose molybdenum particles were also observed on polished glass layer. 
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Figure 16: The schematic sketch showing the solid cylinder of the molybdenum electrode. 


Figure 17: The molybdenum electrode before and after the corrosion test. 
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10.0kV x55 WD 10.0mm 100m 


Figure 18: SEM image of molybdenum electrodes shows an intergranular corrosion around the outer 
edge. 
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Figure 19: SEM image of the interface near the electrode surface area. EDS spectra indicated the 
presence of precipitated glass components on grain boundaries (see arrows). 
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Figure 20: BSE image of the interface near the electrode surface area. EDS spectra indicated the 
presence of molybdenum, aluminum, silicon, and oxygen along grain boundaries (see arrows). 


The corrosion mechanism of pure molybdenum is a redox reaction between metallic molybdenum and 
glass components in the melt. Metallurgical evaluation revealed the intergranular attack had occurred in 
the near-surface region, where the corrosion had attacked the grain boundaries at the electrode-glass 
interface. Compounds consisting of molybdenum and glass compositions were identified along grain 
boundaries of the molybdenum electrode. Moreover, diffused glass components (Al, Si, and O) were 
also observed on the grain boundaries, in the form of discrete precipitates. It is hypothesized that low- 
melting compounds consisting of molybdenum and the glass components formed and spread out along 
grain boundaries by diffusion. In the meantime, glass had diffused into the electrode and precipitated 
down the grain boundaries, resulting in the formation of a continuous network of isolated glass droplets 
at the interface. The results of this investigation on pure molybdenum in the soda-lime glass 
demonstrated that molybdenum reacted with the glass melt, even if there was no electrical current 
present. The grain boundaries of molybdenum are more susceptible to corrosion than grain interiors. 
Glass diffuses into the electrode through grain boundaries, degrading the mechanical strength of 


molybdenum, and leading to the failure of molybdenum electrodes. 


3.3. Conclusions 


Failure of glass melting electrodes (GMEs) resulted from severe corrosion of molybdenum. In the case of 
the electrode assembly from the glass industry, the results demonstrated the industrial design of the 


electrode accelerated the corrosion of molybdenum. The electrode was designed with water cooling to 
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lower its operating temperature and reduce the corrosion rate of molybdenum. However, the copper 
and brass components in contact with the cooling water enhanced the corrosion of molybdenum. In 
addition, large temperature gradients within the electrode contributed to the crack propagation. These 


factors resulted in accelerating the corrosion of molybdenum. 


Furthermore, metallurgical evaluation also revealed two different degradation mechanisms acted on the 
molybdenum electrode: the superficial oxidation and the intergranular corrosion of molybdenum. 
Molybdenum, in particular, is subject to severe oxidation in air at high temperatures. In atmosphere of 
oxygen, molybdenum trioxide (MoOs) is produced above 700'C and will volatilize and sublimes fast as it 
forms. Molybdenum dioxide (MoO;) is generated by the reduction of MoO; with molybdenum(14). 
Intermediate MoO: forms along the grain boundaries at the interface layer between the molybdenum 
substrate and the glass melts, which agrees the EDS results of Figure 14. The metal loss at the surface 


results from the superficial oxidation of molybdenum. 


The second corrosion mechanism of molybdenum, intergranular attack, is caused by the individual glass 
components. The rate of this attack depends on the concentration of these components in the glass 
melts even if there no electrical current is present. The corrosion of molybdenum at electrode-glass 
interface was ascertained by means of SEM/EDS measurements on the electrode cross-section. The 
molybdenum grain boundaries are more susceptible to corrosion than the grain interiors. SEM/EDS 
images (Figure 13, Figure 18, and Figure 20) showed evidence of the intergranular corrosion starting 
from the surface. Observations of grain coarsening at grain margins indicate compounds consisting of 
molybdenum and glass components deposited along grain boundaries. SEM/EDS images (Figure 12 and 
Figure 19) showed evidence of the precipitated glass droplets which had formed a nearly continuous 
plain structure network, indicating that glasses had penetrated along the grain boundaries. The service 
life of the molybdenum electrode is determined by both surface oxidation and intergranular corrosion 
attack. In the case of the commercial electrode assembly, the grain boundary corrosion effect was minor. 
Although intergranular corrosion played a minor role in this component's service life, it is important 
since this attack can lead to individual crystals falling out of the molybdenum electrode. This 
phenomenon reduces the mechanical strength of the electrode and a greater danger of mechanical 


failure than would be expected based on surface metal loss alone. 
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4. Hypothesis for the Failure of Molybdenum Electrodes Used in Melting 
Glass 


Since molybdenum electrodes are naturally consumed or fail prematurely during the glass melting 
process, an initial hypothesis was formed to describe the potential failure mechanism. The experiments 
that serve to support the theoretical assumptions can be found in part three. The initial hypothesis for 
this study assumed the general failure mode was a combination of oxidation and corrosion. Thus it is 


easier to identify the governing factors, variables, and the boundary conditions of each failure mode. 


The general function of molybdenum electrodes in electrical heating system is to assist in heating the 
glass melt through electrical resistance. Many questions are immediately raised from the above 
definition: What are the limits to molybdenum electrodes? What is the effect of molten glasses on 
molybdenum electrodes? How does the alternating current affect molybdenum electrodes? What is the 
effect of electrodes arrangement in the glass furnace? How does the microstructure of molybdenum 
electrodes change during the heating process? The present hypothesis is formulated around these 


questions. 


Nowadays most commercial glasses are melted on a large scale in continuous furnaces. Three basic 
processes occur in the furnace tank: melting, refining, and homogenization[16]. In the case of either 
electrical boosted or all-electric furnaces, electrodes are placed in the melt and a certain power is 
applied. The electrical current will not run through electrodes and through the glass until the glass is 


molten acts as the resistor as shown below in Figure 21. 
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Figure 21: The schematic sketch showing two electrodes in glass melts and electrical flow diagram. 
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The failure mode for molybdenum electrodes during the glass melting process can be broken down in 


three parts to facilitate the understanding of the hypotheses. The three parts are: 


e Preliminary oxidation damage, 
e Intergranular corrosion attack, 


e Alternating current effect on corrosion. 


In the first part, the failure mechanism involves the interaction between molybdenum and oxygen 
before the glass melts. Glass usually melts at temperatures around 10009C.Pure molybdenum electrodes 
without a protective coating will rapidly oxidize in air at temperatures above 700°C. Since molybdenum 
electrodes will not immersed in molten glass, which will protect the electrode from oxidation, until the 
glass melt temperature is reached. Oxidation damage of the molybdenum electrode will take place 


between 700°C and 1000°C before glasses become fluid[17]. 


The study of the oxidation resistance of molybdenum electrodes will help describe the redox reactions 
between molybdenum and oxygen at elevated temperatures. In air, molybdenum is oxidized to 
molybdenum trioxide (MoOs) that vaporizes from the surface above 700°C. Therefore degradation of 
the molybdenum electrodes before the glass melts is assumed to be the formation and volatilization of 
MoOs. To protect molybdenum electrodes from the oxidation attack, coating techniques were 
investigated using ceramic thermal barrier coatings that resist oxidation. Since the protective coating 
will be degraded over time, resulting in only temporary protection against oxidation, coated 
molybdenum electrodes were exposed to air at high temperature to establish the durability of the 
coating. Examinations of the coated electrodes after this test were conducted to verify the durability of 
the coating to ensure the molybdenum electrode will be protected completely from the oxygen during 


the startup of the furnace. 


The second part of the hypothesis relates to the corrosion resistance of molybdenum to the glass melts. 
Based on the preliminary results of molybdenum electrodes, the intergranular corrosion started at the 
electrode-molten glass interface during the glass melting process. The dominant factor for this corrosion 
mechanism involves the redox reaction between the molybdenum and molten glass. Grain boundaries, 
being high energy sites, react faster than the grains. This reaction leads to preferential attack at the 
grain boundaries and the loss of individual grains from the electrode surface. This ultimately results in 


rapid material loss and a reduction in the mechanical strength of molybdenum electrodes due to the 
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loss of individual crystallites from molybdenum electrodes. In addition, according to the literature 
review, the glass compositions have an effect on the corrosion resistance of molybdenum electrodes. 
The corrosion rate of molybdenum electrodes is proportional to the depolarizers’ concentration in the 
molten glass [9, 13, 18-22]. Many investigations on the relationship between the molybdenum 
electrodes corrosion and different depolarizers' precipitation rates in the glass melt with the overall 
electrode current were conducted in terms of the potential of molybdenum electrodes in different 
molten glasses[23]. The properties of glass are varied by adding different substances, commonly in the 
form of oxides. For example, lead oxides are added brilliance and weight, arsenic and antimony oxides 
are to eliminate gas bubbles formed during the melting process, and metallic oxides create the desired 
colors[24]. These polyvalent ions, called depolarizers, increase the corrosivity glass melts. Molybdenum 
is corroded due to the reduction of these oxides, such as lead, antimony, arsenic, or metallic oxides like 
iron, nickel, and cobalt[25]. Layers of reaction products containing molybdenum, depolarizer, potassium 
and small amounts of sodium were deposited on the surface of molybdenum electrodes in glass 
melts[9]. Identification of these polyvalent ions and/or other elements from the melts react with 
molybdenum is important in the understanding of the failure mechanism of molybdenum electrodes 


used in melting glasses. 


Although the oxidation and corrosion problems are decoupled, there are some interactions between 
them to make it a coupled problem in this study. The corrosion tests with coated and uncoated 
molybdenum electrodes were conducted to evaluate the effect of the oxidation on the corrosion 
resistance of the molybdenum. The comparison corrosion rate tests were conducted in the prototype 
glass remelting furnace. Different molybdenum electrode materials with the coating applied were 


investigated in the tests in order to validate the hypothesis. 


Lastly, the alternating current may also be a factor continually affecting molybdenum electrodes in 
electrical heating process. Studies [9, 11-13, 25] indicate that the corrosion rate of molybdenum 
electrodes in molten glass is also influenced by the electrical current. Figure 22[13] concludes that the 


corrosion rate of molybdenum electrodes increases dramatically with an applied alternating current. 
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Figure 22: Dependence of corrosion rate of molybdenum electrode on current density in the TV glass (a) 
without AC supple, (b) with current density of 0.53 A/cm?[13]. 


It has also been proven[12] that corrosion rates increase as the mean value of the anodic current 
increases. The mean value of the cathodic current, which is a measure of the depolarization reactions 
rate tends to be equal to the anodic current increase. And the amount of corroded molybdenum and 
precipitated depolarizer are approximately equivalent within broad limits of the alternating current 
loading. Additionally[11] the alternating current can affect the corrosion and depolarizer's precipitation 
rate in various glasses melts. The alternating current effect always manifests itself in parallel with a shift 
of the mean electrode potential towards the more negative values and vice versa. Further examination 
of the effect of alternating current on electrode corrosion was approached via comparison corrosion 
tests of molybdenum electrodes with and without electrical current in the glass melt without polyvalent 


ions. 


The validation of these factors affecting the failure mechanism of molybdenum electrodes and 
especially of the redox reactions is the critical issue to understand the failure mechanism and develop 
the solution pathways to optimize GME life and mitigate failure. In this thesis, the experiments are 
designed to confirm these hypotheses and answer the questions by investigating the cause and effect 


relationships of molybdenum electrodes. 
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5. Approach and Experimental Procedure 


The experimental sections are designed to follow the hypothesis logic and validate the hypotheses in the 
previous section. The first section details tests that study oxidation resistance coatings for the 
protection of molybdenum. In order to conduct the first experiment section, the ceramic barrier (MoSiB) 
coating duplicated from the University of Wisconsin-Madison were scaled up and applied to protect 
molybdenum electrodes. The second section following is the corrosion test with pure molybdenum 
electrodes. In order to investigate the effect of the coating and alternating current on corrosion 
resistance of molybdenum, both coated and uncoated molybdenum electrodes were tested in molten 
glass with and without the electrical current load. Last section covers the corrosion tests with coated 
glass melting electrodes. Different electrodes (molybdenum and molybdenum based alloys) were 
chosen to be tested in two different kinds of glass melts separately to confirm the assumption about the 
failure mechanism of electrodes in glass melts and develop the solution pathways to the optimized glass 


melting electrode. 


5.1. Oxidation Resistant Coating Development 


Many papers [26-31] have been published detailing the oxidation behavior of the Mo-Si-B system for 
several compositions and different multiphase alloys. Varying the B/Si ratio offers opportunities in 
coating design to alter the oxygen diffusion pathways, the oxygen mobility, and the overall oxidation 
resistance of the coating. Multiphase Mo-Si-B systems are attractive for high temperature structural 
applications due to their high melting temperatures (>2000°C) and high temperature mechanical 
properties[32, 33]. For Mo-rich alloys, the phase equilibria has been established as shown in Figure 23, 
where the ternary intermetallic MosSiBz (T2) phase is a key constituent in the multiphase equilibria[31]. 
There are a number of equilibrium ternary phases in Mo-Si-B system offering favorable combinations of 
material properties at high temperatures because of the formation of an adherent borosilicate layer 
during high temperature oxidation. For example, the three-phase alloy consisting of molybdenum (solid 
solution), T2 (MosSiB2) and MosSi has excellent high temperature mechanical properties and oxidation 
resistance due to the borosilicate layer generated during oxidation[34]. It is also stated in the study[35] 
the multiphase comprised of mostly MosSi3 (Tı) phase with T? and MoB phases offers an excellent 
oxidation resistance, compared to the MoSi;, owing to the existence of the borosilicate layer and 
effective diffusion barrier layer (MoB). The structures of the main intermetallic phases are illustrated in 


Figure 24. Since the coating processing and performance are dominated by the characteristics of internal 


29 


interface, the goal is to capitalize on the interdiffusion reactions to develop useful reaction products and 


alloy compositions for high temperature applications. 


A clear understanding of the factors controlling the equilibrium ternary phases is critical for the 
oxidation protection and thermal barrier functions of the coatings. HC Starck has licensed process rights 
to the oxidation resistant (MoSiB) coating[36] for molybdenum based alloys from the University of 
Wisconsin-Madison (UW). In order to enhance the oxidation resistance of electrodes, a continuous 
MoSiB coating was developed and adapted to molybdenum and molybdenum based alloys. The basic 
strategy for the design of this coating is the creation of integrate layered structures that provide an 
enhanced oxidation resistant coating for pure molybdenum and/or molybdenum based alloys in an 
oxygen atmosphere at high temperatures. This is achieved using a two-step process which was carried 
out to form the thermal stable, diffusion-barrier, and continuous multi-layered coating for the 
protection of molybdenum. A pack cementation process as the first step was adapted for the coating 
synthesis. The pack cementation, silicon (Si) and boron (B) co-deposition, is a chemical vapor deposition 
(CVD) process in which the reactive vapor species are generated in situ. The second step is the high 
temperature annealing (also called conditioning), which is the heat treatment that allows the 


interdiffusion and reaction layer formation. 
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Figure 23: Mo-Si-B isothermal section at 1600°C[32]. 
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Figure 24: Crystal structures of the main intermetallic phases, namely cubic crystal structures of Mo- 
solid solution BCC phase and the tetragonal crystal structures of MoSi», MosSiB; (T2) and MosSi3 (T:) 
phases. 


5.2. Oxidation Tests on the Coated Molybdenum 


The MoSiB coating was initially applied on pure molybdenum disks. Oxidation tests on these quarter- 
sized disks were conducted at 1200'C in air for different dwell times, in order to verify the performance 
of the coating against oxidation. Once a suitable coating process was established, it was scaled to coat 
solid cylinder-shape electrode part. Oxidation tests on the prototype molybdenum electrode parts were 
carried out at increasing temperatures. The molybdenum disks were cut from a pure molybdenum rod 
(34 inch in diameter). Each disk was sliced to a normal’ inch thickness, polished through 800-grit SiC 
paper and cleaned with ethanol in an ultrasonic cleaner. Sharp edges of disk were rounded to enhance 
adhesion of the coating on the edges. The solid cylinder-shape electrode parts (0.75 inch in diameter 


and 3.625 inch in length) were prepared by HC Starck's machine shop. 


The first step, pack cementation was carried out in a 2" diameter tube furnace (Figure 25).In order to 
prevent oxidation damage to the molybdenum samples, the tube furnace was purged with argon during 
the entire process. During pack cementation, molybdenum samples were loaded in a crucible and 


uniformly surrounded by a powder mixture consisting of alumina (70 wt% Al203), silicon (24.3 wt% Si), 
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boron (0.7 wt% B) and ammonia fluoride (5 wt% NHaF). All of the powders were made of particles sized 
below 50 microns. The prepared crucible was heated at 1050°C for 50 hours in an Ar atmosphere. After 
the pack cementation, the samples were removed from the crucible and loaded on a quartz plate inside 
of the CM conditioning furnace (Figure 25). For conditioning, the samples were annealed in air at 1650'C 
for 24 hours. After conditioning, all coated samples underwent air oxidation tests as listed in table 1. To 
evaluate the coating processing and performance at high temperatures, metallurgical samples of the 
cross-section were prepare after every step, pack cementation, conditioning and oxidation test. 
Secondary-electron (SE), back-scattered (BSE) images and energy-dispersive X-ray analysis of the 
samples were acquired with a Jeol JSM-7000F scanning electron microscope. Weight change and 


diameter loss of the samples were also monitored between the coating processing and oxidation tests. 


Figure 25: Two pictures of a) the tube furnace and b) the CM conditioning furnace. 


Table 1: Oxidation tests at different operating temperatures with different dwell time. 


Coated Molybdenum (PM) Disk Sample | Cylinder-shape Sample 
1200'C 1400'C 1600'C 
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5.3. Comparison Corrosion Tests 
5.3.1. Build-up of the remelter furnace 


A prototype unit (remelter furnace) was designed and built by HC Starck for the molten glass corrosion 
tests. The remelter furnace and furnace control system was built by Computer Engineering Service (CES). 
The remelter furnace system consists of a control panel and five modular components, a silicon carbide 
(SiC) heater module, a molybdenum electrode remelter module, a motor stirrer module and two bay 
tables (Figure 26). The SiC heater module, working as the preheater, uses six SiC heating elements to 
generate about 10,800 watts power to melt glass cullet. The remelter module, working as the melting 
tank, is lined with special ceramic bricks and insulation to contain the molten glass to temperatures up 
to 1575'C. The maximum capacity of the tank is six pounds of glass cullet. A motor stirrer module is 
coupled to molybdenum stirrer rods by special non-electrically conductive chucks, which operate 
independently for the homogenization of the molten glass. Two bay tables are used for the purpose of 
docking the SiC preheater module and the motor stirring module which are lifted by the trolley on the 
ceiling. Two type-S, sheathed, thermocouples were installed through the front wall to monitor the 
operating temperature of the remelter furnace (Figure 27). Four side-mounted electrodes can be 
installed into the remelter furnace, as shown in Figure 27. Figure 28 indicates how the side-mounted 
electrodes electrically connect to the furnace. Water cooling is required in the pure copper (Figure 28) 
to keep the electrodes from transferring excessive heat into the wiring box and damaging wiring 
components. The glass cullet in this laboratory instrument is preheated by the heating elements locating 
in the SiC heater module. After the glass cullet melts, electrodes can provide heat by delivering the 
electricity into the molten glass. The maximum temperature the remelter furnace can reach is about 
1550'C. The startup of this furnace usually takes 24 hours to melt the soda-lime glass from the room 


temperature. 
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Figure 26: The schematic sketch showing the laboratory remelter furnace set up at HC Starck. 
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Figure 27: The schematic sketch showing the furnace tank with side-mounted electrodes and type-s 
thermocouples. 
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Figure 28: The schematic sketch showing how the side-mounted electrodes electrically connect to the 
furnace. 


5.3.2. The Choice of Glass Melts 


The service life of molybdenum electrodes depends on the corrosivity of the glass, which is dependent 
on the glass compositions, which vary enormously. Most common glass compositions are based on SiO; 
as the glass former. Two glass compositions that have largest market share of glass industry in US were 
chosen for the corrosion tests in this study, soda-lime glass and borosilicate glass. Soda-lime glass is 
referred to as "easy glass", which is inexpensive and has low-melting temperature. The chosen soda- 
lime glass has the basic composition of SiO;-Al;70s-Na20-K;0-MgO-CaO-Fe;Os. In glass industry, 
molybdenum electrodes are mostly side mounted in the soda-lime glass melts, standing horizontal to 
side walls of furnace. Borosilicate glass ("hard glass") with higher melting point is mechanically stronger 
and harder than soda lime glass. The chosen borosilicate glass has the basic composition of SiO;-Al20s- 
Na2O0-B203-MgO-CaO, which has higher B;Os content than does the soda-lime glass. Molybdenum 
electrodes serving for the borosilicate glass are usually larger and given higher current intensity than for 
soda lime glass because of the higher corrosivity of the borosilicate glass. In glass industry, electrodes 
applied in borosilicate glasses are usually installed vertically on the bottom of furnace (bottom 


mounted). 


35 


5.3.3. Corrosion Tests on Glass Melting Electrodes 


In order to evaluate the corrosion resistance of glass melting electrodes in glass melts, four corrosion 
tests were performed in different glass melts with different electrodes, as listed in table 2. In the first 
corrosion test, only pure molybdenum was examined under laboratory conditions in the soda-lime glass 
melt to investigate the effect of alternating current and the MoSiB coating on pure molybdenum in the 
molten glass. The first test was approached in a four-electrode arrangement at 1100'C for 100 hours. 
Four molybdenum electrodes were placed in the melting tank together with the glass cullet at room 
temperature, two diagonal electrodes were electrical connected (one was coated while the other was 
uncoated) and other two electrodes were not electrical connected (again, one was coated while the 
other was uncoated). Two connected electrodes began to deliver the electricity into the glass as soon as 
the glass cullet melted. The current density in the range of 0-1.5 A/cm? was applied on two electrodes. 
The second corrosion test was also investigated on pure molybdenum electrodes only in the soda-lime 
glass melts at 1100'C. In order to verify whether the alternating current only accelerate the corrosion 
rate of molybdenum (do not change the corrosion mechanism of molybdenum), four molybdenum 
electrodes were all electrically loaded in the tank (two of them were coated and the other two were 
uncoated). Electrodes started to provide heat when the glass cullet melted. The current density in the 
range of 0-1.5 A/cm? was also applied on four electrodes. The duration of the second experiment was 
168 hours. In the third and fourth corrosion tests, the behavior of seven electrodes (such as powder 
metallurgical processed (PM) Mo, arc-cast Mo, powder metallurgical processed (PM) TZM, arc-cast TZM, 
oxide dispersion strengthened (ODS) Mo, Mo-30%W, and single crystal Mo) were investigated in two 
kinds of glass compositions, soda-lime and borosilicate glass melts, without the electrical current . Seven 
electrodes were all machined as the solid cylinder-shape (0.625 inch in diameter and 5.31 inch in length) 
shown in Figure 16. In order to study the performance of the coating in different glass melts, seven 
electrodes were all coated first and then placed into the melting tank after the glass melted to avoid the 
oxidation attack occurred during the startup of the remelter furnace. The flowchart of the comparison 
corrosion tests is shown in Figure 29. These two tests without electric current were carried out at 
1200'C in soda-lime glass, and at 1300°C in borosilicate glass. The duration of the experiments was 
twelve days. Table 3 lists all different electrodes in different corrosion conditions involved in four 
corrosion tests. To investigate the corrosion of molybdenum and the molybdenum alloy in experiments, 
diameter loss was first measured after test. Further study with optical microscopy and SEM, slices were 
cut and then polished. Secondary-electron (SE), back-scattered (BSE) images and energy-dispersive X-ray 


analysis of the samples were acquired with a JEOL JSM-7000F scanning electron microscope. 
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Table 2: Corrosion Test Plan 


Corrosion No. of Mosat 


Glass Melts | T t Ti t 
Tests ass Melts | Temperature ime GMEs coated 


with AC | GMEs 
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Figure 29: Comparison Corrosion Tests Flowchart. 


Corrosion Test 
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Table 3: Glass Melting Electrodes Tested in Corrosion Tests 
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6. Results 


6.1. Oxidation Behavior of Coated Molybdenum 
6.1.1. Oxidation Resistant Mo-Si-B-Based Coating 


Since multi-phase alloys in the Mo-Si-B system are attractive due to their high melting points, high 
temperature mechanical properties and great oxidation resistance, an integrated coating design has 
been developed to protect molybdenum and molybdenum based alloys from high temperature 
oxidation. This was accomplished through the formation of a multi-layered structure which consists of 
oxygen diffusion, oxidation resistant, and diffusion barrier layers. For the development of the coating 
design, the first step is to locate the key composition and kinetic factors influencing the oxidation 
response. This has been accomplished by analyzing the oxidation products and the reaction pathway as 
a basis for applying a kinetic biasing strategy to control the coating phase structure and sequencing and 
enhance the oxidation resistance[37]. This approach for refractory metals was tested for Mo-Si-B alloys 
where the key components of the coating design are identified and then extended to other 


molybdenum and molybdenum based alloys. 


Many studies have investigated the oxidation behavior of Mo-Si-B alloys. There are two distinct stages 
during the oxidation of Mo-Si-B alloys at high temperatures. First, during initial contact with oxygen at 
elevated temperatures, Mo-Si-B alloys experience a transient oxidation stage with a high recession rate 
that corresponds to rapid mass loss due to the evaporation of molybdenum trioxide (MoOs)[14], which 
does not offer any protection to continued oxidation. The second stage, the steady state, leads to the 
formation of a protective SiO? phase (which also contains B203) that initiated during the transient period 
and turns into a continuous layer to protect the alloy from further rapid oxidation. The oxidation rate is 
limited by oxygen diffusion through the borosilicate layer. Yoshimi et al.[30] used thermogravimetric 
analysis to test the Mo-Si-B alloy at several different temperatures from 973 K to 1673 K for up to 24 
hours. As shown in Figure 30, at low temperatures, the alloy initially gained weight, and then began to 
lose weight because MoO; started to volatilize. The alloy lost weight continuously at higher 
temperatures because molybdenum was being oxidized during the oxidation of silicon and boron. 
Weight loss was quite obvious at 1673 K, which was about three times faster than the rate of weight loss 
at 1573 K. This indicates the passive layer (SiO2-B2O3) was protective at some point, but it did not 


completely reduce the partial pressure of oxygen to protect molybdenum from the oxidation. 
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Figure 30: Weight change as a function of time and temperature for Mo-12.5Si-25B using 
thermogravimetric analysis[30]. 


From the previous studies [14, 33, 37], the oxidation behavior of Mo-Si-B alloys starts with the initial 
transient stage which is accompanied by weight loss because of the volatilization of MoO; as well as 
boron oxides. The oxidation process then reaches steady state with the formation of a borosilicate layer 
at the outermost area of the oxide structure. The oxidation continues in air with the SiO? (+B203) layer 
providing, protection from oxidation, but not completely blocking oxygen diffusion. With continued 
exposure in air, the thickness of the oxide structure increases along with a recession of the base alloy. 
The initial temperature for the steady state oxidation depends on the composition of the Mo-Si-B 
substrate alloys. It is clarified[34] that the B/Si ratio controls composition of the passive layer (SiO;-B20:) 
that forms upon oxidation. It is generally understood that increasing the silicon content improves 
oxidation resistance due to the more passive SiO? rich layer, which has been generated. However, 
excessive silicon will degrade low temperature oxidation resistance, because MoOs forms and vaporizes 
more quickly than the protective SiO? layer forms. Furthermore, the B/Si ratio controls the nature of the 
transient stage[28]. In order to improve the oxidation performance of the Mo-Si-B alloys, it is necessary 
to minimize the transient stage. In addition, the high volatility of B2O3 will also impact the oxidation 
resistance at high temperature[28]. Therefore, the composition variation of the SiO2-B2O3 passive layer 
affects the viscosity, melting temperature and oxygen diffusivity [38]. The significance of the B/Si ratio 


opens up opportunities in coating design to alter the oxygen diffusion pathways, the oxygen mobility 
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and the overall oxidation resistance of the coating. A kinetic biasing strategy has been developed to 
capitalize on the reactions between different phases to develop useful reaction products and alloy 


compositions that evolve toward a steady state of a compatible system[34]. 


6.1.1.1. Silicon Pack Cementation 


Perepezko[37] applied the pack cementation process to control the B/Si ratio for the synthesis of the 
oxidation resistant silicide coating on Mo-Si-B alloys. In the silicon pack cementation process, silicon 
fluoride (SiF4) vapor synthesized from the reaction between NaF and silicon powders at elevated 
temperature reacts with the substrate to enrich the surface with Si[39]. During the silicon-pack 
cementation process, a steep chemical potential gradient of Si across the vapor/substrate interface 
produces a flux of Si into the substrate that uniformly enriches the local Si concentration and results in 
the synthesis of a molybdenum disilicide (MoSi;) coating layer[39-41]. A back scattered SEM image of 
the cross section of an as-Si packed sample is shown in Figure 31. Underneath the MoSi; layer, there is a 


Mo-rich silicide layer of MosSis (Tı phase) and dispersoids of the MoB phase[34]. 


Figure 31: Back scattered SEM image of the silicide coatings onto Mo-3Si-1B (wt%) composed of MoSi; 
and the B-doped MosSis (Ti phase) with dispersoids of MoB particles underneath[34]. 


The presence of MoB phase can be understood from the diagram of composition trajectories of the Si- 
pack cementation process into this alloy as shown in Figure 32[37]. In this study, since the operating 


temperature for the pack cementation process was relatively low (900'C), any weight loss of 
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molybdenum, silicon, or boron on the surface because of evaporation should be negligible. During the 
silicon pack cementation process, the inward diffusion of silicon into the Mo-Si-B alloy results in the 
formation mainly of the MoSiz phase. However, MoSi, is in equilibrium with the MoB and T1 phases in 
the Mo-Si-B system[42]. This suggests that other phases should exist between the disilicide layer and the 
substrate where a local equilibrium holds during the interface reaction. Then, the composition trajectory 
of the pack process should follow the dotted line (with arrow) connecting the Si source to the 
composition of the Mo-Si-B alloy, as shown in Figure 32[37]. Based on the tie line (in red) between MoB 
and MoSi; in Figure 32, it is obvious that only a small amount of MoB (intersection point in blue circle) 
was formed during the pack cementation. Furthermore, TEM evaluation clearly reveals the presence of 
MoB particles within the MoSi» layer[28]. Additionally, there is no continuous layer of MoB phase which 


can be established underneath the MoSi» layer after the silicon pack cementation. 


` o 3 oe a 
00N 01 02/ 03 /04 05 06 | Si 
! 1 
Mo(ss) Mo.si X Ti MoSi; 
Si 


Figure 32: Composition trajectory of the Si-pack cementation process on Mo-3Si-1B (wt%) alloys 
depicted in the Mo-Si-B phase diagram[37]. 


During the oxidation test at high temperature, the MoSi; coating layer transforms into MosSis (on the 
substrate side) and SiO? (on the free surface of MoSi» coating layer), indicating that silicon depletion is a 
significant factor for determining the lifetime of the MoSi» coating[39]. Also, it should be noted that 
growth of the SiO; layer is about 2-3 orders of magnitude slower than that of the MosSis interlayer[43], 


suggesting that silicon depletion mainly contributes to impeding the growth of the MosSis phase. 
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Although the growth of the Tı phase may still be rapid upon high temperature exposure, it is an 
excellent protective coating provided that the T; phase is saturated with B during the high temperature 


oxidation exposure[36]. 


As shown in the Figure 33[28], short-term oxidation tests performed at 1400 C illustrate the benefits of 
the coating on the Mo-3Si-1B (wt%) alloy after the Si pack cementation. In the case of uncoated Mo-3Si- 
1B (wt%) alloys shown in Figure 33 (a, b), the thickness reduction of the originally cube samples 
indicated the large mass loss due to oxidation. Even though there was a thick and continuous 
borosilicate layer observed on the surface shown in the BSE image of the cross-section, the volatilization 
of B20; at this temperature also resulted in a large mass loss during the exposure. In contrast, the 
coated samples in Figure 33 (c-d) show essentially no thickness change (no mass loss) and very limited 


growth of the borosilicate layer on top of the coating (less than 15 um after 30 h exposure)[28]. 
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Figure 33: (a) SEM image of uncoated Mo-Si-B sample after an oxidation test at 1400'C for 10 hours 
showing the extensive recession rate even though a continuous borosilicate layer develop on the surface 
as shown in BSE image in (b). In contrast, with the same oxidation condition, the coated sample in (c) 
exhibits a minimal mass loss due to the borosilicate coating protection. (d) BSE image of the coating 
showing the development of B-saturated T; and the diffusion barrier underneath comprised of the T2 
and boride phases[28]. 
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6.1.1.2. Silicon/Boron co-Pack Cementation 


However, the as pack cemented silicon layer does not provide the amount of boron which is needed to 
stabilize the borosilicide and/or boride phase layer that functions as the diffusion barrier because there 
is no continuous layer of MoB phase underneath the disilicide layer coating onto the Mo-3Si-1B (wt%) 
alloy in Figure 31. Therefore, in the case of commercially pure molybdenum or molybdenum based 
alloys (such as TZM) which does not have any B or Si contents, the co-deposition of B and Si is necessary 
in order to form a continuous layer of MoB phase. As shown in Figure 34, the nominal composition path 
for the co-deposition processes can be represented by rotation about the substrate nominal 


composition whereby the initial vapor source moves from the pure Si to a mixed Si/B source[34]. 


Mo;Si X T1 phase 


Si 


Figure 34: Composition trajectory of SitB pack cementation process on pure molybdenum depicted in 
the Mo-Si-B phase diagram. 


In this thesis, the Si/B co-pack cementation process with a 35-1 weight ratio of Si to B powder sources 
was adapted onto the pure molybdenum sample. Ammonium fluoride (NH4F) was chosen as the 
activator instead of sodium fluoride (NaF) to react with the silicon powder in the pack mixture. Unlike 
the sodium gas produced by NaF, the ammonia comes off as a gas at a much lower temperature and can 
escape the crucible without reacting with molybdenum disilicide layer or forming sodium aluminate. 
Figure 35 shows the molybdenum disks (0.75 inches in diameter with thickness of 0.25 inches) were 


initially coated by a grey Mo-Si-B coating on the surface. Figure 36 is the back-scattered SEM image of 
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the as-packed sample, indicating that a uniform 100 um thick layer was formed on the surface of pure 
molybdenum after 50 hours at 1050'C. During the co-pack cementation, inward diffusion to the pure 
molybdenum uniformly enriches the local Si and B concentration and results in the formation of the 
MoSiz (mainly) and MoB phases. Confirmed by EDS, the continuous MoSi? layer was observed to be 
about 90 um thick. Based on Perepezko's work[28], the MoB phase forms both as dispersoids in the 
MoSi; layer as well as a continuous layer underneath the disilicide layer, which was observed to be 
about 10 um thick. The presence of MoB phase can be understood from the diagram of composition 


trajectories of the pack cementation process into the pure molybdenum as shown in Figure 34. 


Figure 35: Pure molybdenum disks after the co-pack cementation process (1050'C/50h). 
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Figure 36: Backscattered cross-section SEM image of the initial disilicide and boride coatings from Si+B 
co-pack cementation process. 


6.1.1.3. Two-step Synthesis of the MoSiB Coating on Molybdenum 


The molybdenum disilicide (MoSi2) layer with MoB phase forms after the pack cementation, resulting in 
the formation of a porous, brittle, and poorly adherent coating for direct use at room temperature. At 
elevated temperatures in the presence of oxygen, MoSi; layer will convert into MosSis (Tı phase) layer as 
one consequence of the transient composition trajectory. The boron-saturated Tı phase can be 
maintained during high temperature oxidation exposure. Moreover, the boron-doped MosSis (Ti phase) 
layer increases high temperature oxidation resistance significantly [44-46] so there is an advantage in 
using the Tı phase instead of the MoSiz phase to serve as the oxidation resistant layer. In order to 
produce the desired MoSiB coating to resist oxidation damage, the as-packed coated pure molybdenum 
samples underwent a conditioning treatment to let the MoSiz phase be fully consumed by the formation 
of the Tı phase. This two-step synthesis (shown in Figure 37) leads to the further inward diffusion and 
formation of the desired multilayered, multiphase, oxidation resistance coating structure. This 
multilayered coating[36] is composed of a diffusion barrier layer which is integrated into the surface of 
the substrate, an oxidation resistant layer disposed above the diffusion barrier layer, and an oxidation 
barrier layer disposed above the oxidation resistant layer. The diffusion barrier layer comprises primarily 


borosilicides containing MosSiB» (T2 phase). The oxidation resistant layer comprises mainly molybdenum 
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silicides containing MosSis (Tı phase). The oxidation barrier layer comprises borosilicates (basically SiO? 


with B203). 
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Figure 37: Two steps synthesis of the MoSiB coating. 


During the conditioning treatment (annealing process), the inward flux of Si and B in the MoSi» layer 
leads to several conversions. The reaction: MoSiz + 7/5 O2> 1/5 MosSis(s + 7/5 SiO» is the dominant 
reaction as observed in oxidation experiments[47], with the initial MoSi» outer layer partially converting 
into both SiO? layer and Tı phase. Outer layer of MoSi? phase transforms into borosilicates on the 
outmost surface to make up the oxidation barrier layer. It is also noted that growth of the SiO» layer is 
slower than that of the Tı phase. The newly converted molybdenum silicide (Tı phase) along with any 
remaining MoSi is still considered to be part of the oxidation resistant layer of the coating. With 
continued oxidation at high temperature, after the complete transformation from MoSi2 to T; phase, a 
portion of the T; phase is consumed by the development of borosilicides (T? phase) layer and dispersed 
boride phase layer (MoB). The results of the work by Ito[48-50] suggest that diffusion of silicon can be 
blocked by the borosilicide and/or boride phases and is in agreement with the fact[51] that mobility of 
silicon in T? phase is apparently very low and the solubility of silicon in the MoB phase is also very low. 
So the T; and MoB phase layer can serve as the effective diffusion barrier of Si from the outer silicide T4 
phase into the substrate. The amounts of the T2 and MoB phases underneath the T; phase layer depend 
on the Si/B ratio of the powder mixture which can be also tracked in the composition trajectories in 
Figure 34. By adjusting the annealing temperatures and times, the thickness and composition in some 


layers can be carefully controlled. The two-step synthesis results in a multilayered structure where each 
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layer is distinct from, but integrated with its neighboring layers. In order to produce this desired MoSiB 
coating, several conditioning treatments were evaluated using the as-pack coated molybdenum disk as 
listed in Table 4. 


Table 4: Conditioning Treatment Comparison Tests 


Temperature (^C) | Dwell Time (hour) | Coating's Thickness (um) 
1400 100 150 


The BSE-SEM images of the samples following different conditioning treatments are shown in Figures 38 


(a-d), indicating that various combinations of annealing temperatures and times lead to different 


compositions and thickness of the coating structure. 
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Figure 38: Back-scattered SEM images of (a) the coating structure consisted of MoSiz+MoB+T phase 
after being annealed at 1400'C for 24 hours; In contrast, the coating structure composed of 
SiO?*MoSiz* MoB-*T; phase after being annealed at 1400'C for 100 hours in (b) and at 1550'C for 12 
hours in (c); the BSE image of (d) the coating was combined with SiO2+MoB+T; phase after being 
annealed at 1650'C for 12 hours. 
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As shown in Figures 38 (a-c), the remaining MoSi2 phase indicates that MoSi2 did not fully convert to the 
Ti phase. Even though the coating thickness increased, as shown in the BSE images (b) and (c), with a 
longer time and higher temperature conditioning treatment, the T; phase with remaining MoSi2 phase is 
not the desirable oxidation resistant layer for the MoSiB coating. In contrast, the coating structure in 
Figure 38 (d) shows complete phase conversion from MoSi; to MosSis (Ti phase) with a 160 um coating 
thickness. The MoSiz phase did not completely transform into the Tı phase until the annealing 
temperature was increased to 1650'C. Compared to the MoSi; phase, the T; phase appears to remain 
stable and retains excellent oxidation resistance at higher temperatures. Furthermore, upon 
conditioning of the MoSiB coating, the T; phase is the main source to develop the T: diffusion barrier 
layer phase. So the proper annealing temperature to synthesis the desired MoSiB coating is 1650'C. The 
lifetime of this coating can be significantly influenced by the thickness of each layer because the coating 
would eventually be consumed by the transformation into molybdenum with continued oxidation 
exposure at elevated temperature. It can be observed in Figure 38 the converted T:+MoB phase layer is 
actually thicker than the combination of the MoSiz* MoB phase layer during the conditioning treatment. 
The thickness of T:+MoB phase grows with longer oxidation time because of the formation of T1+T2 
phase. Moreover, the thickness of the borosilicate layer also increases with oxidation time. Since, the 
growth of the coating's thickness enables the lifetime of the coating to be increased based on the 
completion of the conversion process, 24-hour oxidation exposure time at 1650'C is chosen as the best 


heat condition for the conditioning treatment, which is also listed in Table 4. 


Figure 39 shows the as-coated molybdenum samples after being annealed at 1650'C for 24 hours and 


the broken quartz plate. After the conditioning treatment, the molybdenum disks were completely 


covered by silica-base glasses. 
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Figure 39: As-packed molybdenum disks after the conditioning process (1650°C/24h) in air. 


Figure 40 shows a back-scattered image of a cross-section from the oxidized coated pure molybdenum 
sample, demonstrating a multilayered coating structure with 210 um thickness. The thickness of the 
MoSiB coating was doubled after being annealed compared with the thickness after the co-pack 
cementation. It can be discerned in the cross-section image that the MoSiB coating consisted of three 
separate layer structures between the red dotted lines in Figure 40. In order to confirm the composition 
of the coating structure, identified by EDS, the Si concentration depth profile of the whole coating 
structure is shown in Figure 41. Based on the silicon concentration on each layer (at 96), the first layer on 
the top is the borosilicate layer (SiO2) formed on the outermost layer of the coating structure which 
functions as the oxidation barrier layer. Underneath the borosilicate layer, T; phase combined with T» 
phase (the second layer) serves as the oxidation resistant layer. Lastly, the T? phase with MoB phase 
layer developed below the Tı+T: phase as the diffusion barrier layer. Any damage to the outer T; phase 
can be recovered from the underlying T2+MoB layer, allowing for the continued existence of the T; layer 


and a self-healing characteristic of the MoSiB coating[52]. 
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Figure 40: Backscattered cross-section SEM image of the coated pure molybdenum sample which was 
annealed at 1650'C for 24 hours. The coating's thickness was increased up to 210 um. 
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Figure 41: Backscattered cross section SEM image of the sample after the conditioning process 
compared with Si concentration depth profile of the coating structure. The elemental composition of 
each layer structure was identified by EDS. 
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In addition to the formation of the expected phases in the MoSiB coating structure, this multilayered 
coating is integrated into the pure molybdenum substrate. Since the Tı and T» phases blend smoothly 
into each other, these layers form a continuous compositional gradient. The T; phase is always in touch 
with the MoB or T» phase, which guarantees that T; phase is saturated with boron. The excellent 
oxidation resistance of the boron-saturated Tı phase blocks the oxygen transport and exploits the 
underlying diffusion barrier (T2 and MoB phases) to obstruct the diffusion of silicon and protect pure 
molybdenum from oxidation at much higher temperatures. The weight change was measured and 
illustrated in Figure 42, as average 0.24 g weight gained by each molybdenum sample after being coated. 
The increase of the coating volume agrees to the effect of the coating's thickness growth to extend the 


lifetime of this MoSiB coating. 
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Figure 42: Weight change during the two-step synthesis of the coating on pure molybdenum disk, 
indicating the sample gained average 0.2416 g after being coated. 


6.1.2. Oxidation Behavior of Coated Pure Molybdenum Samples 


Since the MoSiB coating is used to protect molybdenum electrodes from oxidation attack, the oxidation 
behavior and lifetime of the coating needs to be verified by continued oxidation tests. Figure 43 shows 
the exterior appearance of coated molybdenum samples after being exposed in air at 1200'C for the 


time range from 100 to 240 hours. 
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Figure 43: Pure molybdenum disks after being oxidized in air at 1200°C for 100h, 196h, and 240h. 


No visible damage to the substrate was observed on these samples, even though the surface appears 
flecky, and assumed to be silica covering the sample after oxidation. There was also no diameter change 
or thickness loss found on these samples after oxidation. The BSE-SEM images of the coated samples 
that were oxidized for different dwell times are illustrated in Figures 44 (b-d). After being compared to 
Figure 44 (a), it is clear the coating thickness decreased with oxidation time, indicating that the MoSiB 
coating was consumed during the oxidation test. However, the coating still retained half of its original 
thickness after being oxidized at 1200'C for 240 hours, which is shown in Figure 44 (d). From the EDS 
results on the sample oxidized for 240 hours, the existence of Mo, Si, and O is clearly indicated at the 
interface. Several separate phases can be observed in the area of the coating structure: the exterior 
borosilicate layer formed at the outer face which was smooth and continuous; the MoO: phase was 
identified underneath the SiO; layer; and the T1+T2+MoB layer which is the oxidation resistant and 


diffusion barrier layer of the MoSiB coating (shown in Figure 45). 
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Figure 44: BSE-SEM images of pure molybdenum disks a) as-coated sample; b) oxidized at 1200'C for 
100 hours; c) oxidized at 1200°C for 196 hours; d) oxidized at 1200°C for 240 hours. An obvious thickness 
reduction of the MoSiB coating was observed after oxidation tests. 
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Figure 45: BSE-SEM image of the MoSiB coating on pure molybdenum being oxidized at 1200'C for 240 
hours. Several separated phases were identified by EDS, such as SiO2, MoO: and T;* T; phase. 
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The presence of MoO: rather than MoO; confirms that the SiO; layer functioning as the oxidation barrier 
restricts oxygen diffusion and reduces the oxygen activity. Furthermore, the T;* T; phase serving as the 
oxidation resistant layer offers excellent oxidation resistance to fully block oxygen transport so that no 
molybdenum oxides were formed beyond the MoSiB coating structure or in the molybdenum substrate, 
while MoO: only synthesized underneath the SiO; layer. In addition, Si-rich oxide precipitates were also 
detected in the cracks in the coating region, but not in the pure molybdenum substrate. The MoSiB 
coating is not a crack-free coating and the cracks formed during the conditioning treatment because the 
MoSi; phase is not ductile and cannot deform during the phase transformation. However, the cracks will 
be filled with the SiO? (with B203), which is stable and protective and will also reduce oxygen transport. 
The weight change was arrested after oxidation tests and shown in Figure 46. No significant increase in 
weight loss was observed among these oxidation tests. The sample lost 0.0384 g after being oxidized for 
240 hours, indicating that the MoSiB coating clearly offers an enabling coating technology to pure 


molybdenum for enhanced oxidation resistance at 1200°C. 
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Figure 46: Weight change after the as-coated samples being oxidized, indicating that the sample lost 
0.0384 g after being oxidized at 1200'C for 240 hours. 
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6.1.3. The scale-up of the MoSiB Coating for Glass Melting Electrode (GME) 


During the startup of the glass melting furnace and before the glass is molten, glass melting electrodes 
(GMEs) are exposed to oxygen at elevated temperatures. This is the time when an uncoated GME would 
oxidize and potentially fail prematurely due to the volatility of molybdenum trioxide. Therefore the 
MOSiB coating is used as the protective coating for electrodes during startup. Initial scale up effort of the 
coating on the pure molybdenum from the disk (0.75 inch diameter and 0.75 thick) to the rod (0.75 inch 
diameter and 3.625 inch long) was achieved by two-step process. The molybdenum rod was coated 
successfully with the glassy appearance of the MoSiB coating as shown in Figure 47. The coated samples 
were tested in the following oxidation tests at 1400°C and 1600°C both for 100 hours. The results are 
also presented in Figure 47, indicating that the coating survived after the oxidation test at 1400'C with 
no damage observed on the surface of the coating or to the substrate. While, the yellow stains (proof of 
molybdenum trioxide) on the surface presents the coating failed at the corner of the part after being 
oxidized at 1600'C (shown in red circles in Figure 47). Without the protective coating, the formation of 
molybdenum trioxide at the corner leaded to the mass loss of the molybdenum rod. However, after 
being oxidized at 1600'C, the coating on the rest of the surface (except for the corner section) was still 


present, compared to the rod being oxidized at 1400°C. 


Figure 47: The pictures of (a) as-coated molybdenum electrode, the coated sample with continued 
oxidation test in (b) at 1400'C for 100 hours, and in (c) at 1600'C for 100 hours with yellow stains on the 
surface. The coating survived the oxidation test at 1400'C for 100 hours, while the coating failed starting 
at the corner after being oxidized at 1600°C for 100 hours. 
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Samples were cut from the middle of the electrode to examine the residual coating structure. As 
illustrated in Figures 48 (a) and (b), the presence of the SiO? layer and the MoO: phase indicates the 
growth of the silica layer on the surface during oxidation. Further, as shown in the red circle in Figure 48 
(b), a thin SiO? layer was observed between the coating and the substrate suggesting that silicon oxide 
had started to diffuse through the MoSiB coating after 100-hour oxidation at 1600'C. The residual 
thickness of the coating after 100-hour oxidation test is presented in Figure 49. The coating's thickness 
decreased with increased oxidation temperature. Based on this test, 100 hours at 1600'C seems to be 
the limit for the MoSiB coating. The lifetime of the MoSiB coating can be significantly increased by the 
thickness growth due to the phase conversions. However, it has to be counterbalanced by the growth of 
the silica on the surface which will consume the T; phase layer at the coating interface. Since the startup 
of the glass melting furnace usually takes 200 hours and the temperature is always below 1000°C, the 
MoSiB coating should provide protection from oxidation for the GMEs during startup. In addition, in 
order to extend the lifetime of the MoSiB coating on the corners of GMEs, special radii should be applied 


to the edges of the electrodes for stress relief of the MoSiB coating. 
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Figure 48: BSE-SEM images of the MoSiB coating after the oxidation test (a) at 1400°C for 100 hours and 
(b) at 1600'C for hours. Continuous SiO? layer and MoO: phase underneath it were both observed. 
Small-scale SiO? were also identified between the MoSiB coating and the substrate in the red circle. 
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Figure 49: Residual thickness of the MoSiB coating after 100-hour oxidation tests at different 
temperatures comparing to the original coating thickness. The coating's thickness reduced with 
increased oxidation temperature. 


6.2. Corrosion of GMEs 
6.2.1. The Corrosion Tests on Pure Molybdenum Electrodes 


In the first corrosion test, four pure molybdenum electrodes were placed horizontally into the glass 
remelting furnace containing a soda-lime glass melt. The electrodes were held in position by the 
molybdenum assembly parts which were protected by a ceramic tube and high temperature refractory 
mortars, as shown in Figure 50. In order to investigate the effect of the MoSiB coating on pure 
molybdenum electrode during the startup of the remelter furnace, two electrodes were coated with the 
MOSiB coating while the other two were uncoated. Four electrodes were installed into the glass melting 
tank at the room temperature before the loading of the soda-lime glass cullet. Figure 51 illustrates the 
arrangement of the electrodes filled with glasses, showing that one coated electrode and one uncoated 
electrode were set up on each side wall. In addition, to analyze the effect of the alternating current (AC) 


on the behavior of pure molybdenum electrode in the soda lime glass, two installed electrodes were 
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electrically connected (in a diagonal direction)while the other two were not (in Figure 51). It took nearly 
24 hours for the startup of the remelter furnace to reach the target temperature (1100*C) and then two 
electrodes started to deliver the electricity into the molten glass. The four electrodes were immersed in 
the molten glass for 100 hours. During the test, the current intensity was measure by the current meter 


and the average current density was around 0.8 A/cm’. 


Mo assembly parts -a Td 


Mo GME 


Figure 50: The schematic sketch (left) showing the electrode and the molybdenum assembly parts with 
the ceramic tubes and high temperature refractory mortar, and the picture (right) of the molybdenum 
electrode assembly were protected by the ceramic tubes filled with mortars. 
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Figure 51: The picture of the four-electrode arrangement in the glass melting tank with soda-lime glass 
beads. Electrodes were loaded with the glass beads at room temperature before the corrosion test. 


After the 100-hour corrosion test, the electrodes pulled out of the molten glass were covered by the 
adhering glasses, as presented in Figure 52. Most of the attached glasses were removed from the 
electrodes by mechanical impact. Visual examinations of coated electrodes surface indicated there was 
almost no difference with or without the current load. The corrosion test did not seem to cause 
noticeable corrosion damage on the surface of the coated electrodes with current load. While, it was 
observed that uncoated electrodes were more corroded than the coated electrodes according to the 
yellow deposits left on the surface. The reason probably is that the electrodes without the protection 
from the MoSiB coating were oxidized when the oxygen was present during startup. The evidence of the 
yellow deposits observed on the surface of the uncoated electrodes is assumed as the formation of the 
volatile molybdenum trioxide (M003) during startup when the molten glass was not molten and able to 
cover the whole electrode. Further, between two uncoated electrodes, more MoO; were found on the 
electrode electrically connected suggesting that the oxidation may cause more damage to the electrode 


when the electricity is introduced to the electrode for providing heat to the molten glass. 
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Figure 52: The pictures of the molybdenum electrodes after the first corrosion test, (a) coated sample 
without AC, (b) coated sample with AC, (c) uncoated sample with AC, and (d) uncoated sample without 
AC. There were more yellow deposits observed on uncoated electrodes than on coated ones. Also more 
yellow deposits were observed on the uncoated electrode with AC than the uncoated electrode without 
AC. 


One metallurgical sample was cut from each tested electrode and analyzed by using scanning electron 
microscopy with X-ray microanalysis. Figure 53 shows the cross-section of the glass-electrode interface 
of the samples which are depicted in Figure 52. Compared to Figures 53 (c) and (d), Figures 53 (a) and (b) 
illustrates that there was no molybdenum oxides that had diffused into the substrate through grain 
boundaries due to the MoSiB coating. Furthermore, as shown in Figure 53 (a), the MoSiB coating 
succeed in protecting the molybdenum electrode from oxidation and corrosion attacks after the 100- 
hour test when no current was applied. Continued evaluation of the electrically connected electrodes, 
Figures 53 (a) and (b) clarifies that alternating current increased the consumption of the coating during 
the test. Moreover, compared to the electrodes without current shown in Figures 53 (a) and (d), more 
molybdenum dioxide (MoO;) and/or silica (SiO2) had diffused into the substrate when the electrodes 


delivered electricity into the molten glass illustrated in Figures 53 (b) and (c). Therefore the alternating 
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current not only reduced the lifetime of the MoSiB coating, but also aggravated the corrosion problem 
of molybdenum in the soda-lime glass. In addition, as can be seen in Figures 53 (c) and (d), evidence of 
the MoO; phase identified by EDS indicates the uncoated electrodes were oxidized and damaged due to 
MoO; volatilization during startup, since MoO» was deposited by reduction of MoO; with molybdenum. 
Another effect of the alternating current on oxidation is the formation of a continuous MoO): layer 
formed (up to 10 um thick layer) underneath the SiO; layer in the interface of the uncoated electrode as 
shown in Figure 53 (c). So it can be concluded the MoSiB coating is still be able to serve as the oxidation 
protection for the molybdenum electrodes during the startup of the remelter furnace, even though the 


alternating current will decrease the lifetime of the coating. 
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Figure 53: BSE-SEM cross-section images of (a) coated without AC, (b) coated with AC, (c) uncoated with 
AC, and (d) uncoated without AC. MoO; phase was only observed at the interface of the uncoated 
electrodes in (c) and (d). A thickness reduction of the coating was observed from (a) to (b). More silica- 


based glasses diffused into the molybdenum substrate when molybdenum electrodes were electrically 
connected. 
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In order to study the effect of the alternating current and the MoSiB coating on the corrosion 
mechanism of pure molybdenum, the second corrosion test was carried on with four molybdenum 
electrodes which were all electrically connected. The electrode arrangement was the same as the first 
test: two of them were coated and each furnace side-wall was installed with one coated and one 
uncoated electrode, horizontally. Four electrodes were still heated in the soda-lime glass at 1100'C, but 
the time period was increased up to 168 hours after the 24-hour startup of the remelter furnace. The 
average current density was about 1.1 A/cm?, almost 4096 higher than the first test. Figure 54 shows the 
electrodes after being pulled out of the molten glass at the end of the second corrosion test. There was 
still no significant degradation observed on the surface of the coated electrode. In contrast, the surface 
of the uncoated electrode seemed rough and uneven, containing lots of glass deposits, not as smooth as 


the surface of the coated electrode. 


Figure 54: Two pictures of (a) coated and (b) uncoated molybdenum electrode samples after the second 
corrosion test with AC current. The surface of the uncoated electrode did not seem as smooth as the 
coated electrode's surface after the 168-hour corrosion test. 


Metallographic samples were cut from the tip of the electrodes with the worst corrosion attack during 
the heating process with current. Evaluations of the uncoated molybdenum electrode using the 
scanning electron microscopy with X-ray microanalysis suggested the diffused silica layer at the glass- 
electrode interface of the uncoated sample was present, with a thickness up to 700 um as shown in 
Figure 55 (a). As also shown in Figure 55 (a), some quantity of molybdenum was apparently detached 
from the electrode surface without alloying with other glass components and absorbed in the molten 
glass. The MoO: phase was also found underneath the diffused silica layer. As illustrated in Figure 55 (b), 
MoO: formed a continuous layer 10 um thick at the interface. Compared to the first test, the 


molybdenum dioxide layer at the interface of the uncoated electrodes had not increased with increased 
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current density or the corrosion time. However, the thickness of the silica layer increased at the 


interface with higher current density and longer corrosion time. 


MoO, layer 
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Figure 55: BSE-SEM images of the uncoated electrode with AC after the second experiment. SiO2 phase 
diffused into the molybdenum substrate and formed a very thick and continuous layer shown in (a). 
MoO: phase also formed a continuous layer with 10 um thick underneath the SiO; layer shown in (b), 
higher magnification of (a). 


Further examinations of the coated molybdenum electrode using SEM/EDS revealed the intergranular 
attack and fracture at the glass-electrode interface. Diffused SiO? was only observed at the grain 
boundaries on the near-surface region of the electrode (in Figure 56). SiO? was in the form of continued 
precipitates indicating the SiO? broke through the coating and diffused into the electrode, and then 
precipitated at the grain boundaries. Grain coarsening was observed along grain boundaries and formed 
a continuous layer. The affected region was about 375 um deep from the surface. With higher current 
density and longer corrosion time, a thickness reduction of the MoSiB coating was also observed at the 
interface ("100 um left on the surface). However, no MoO: phase was identified at the interface, 
indicating the coated molybdenum had not oxidized during startup, although the protective coating was 


degraded. 
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Figure 56: SEM image of the coated electrode with AC after the second experiment. SiO? phase broke 
through the coating and diffused into the molybdenum substrate. Diffused SiO? formed a continuous 
layer along grain boundaries and the maximum penetration depth is up to 375 um. The residual 
coating's thickness was about 100 um. 


Figure 57 summarizes the results of the diameter loss in um of all molybdenum electrodes from two 
previous corrosion tests. Figure 58 shows the maximum penetration depth of the diffused glass 
components and compounds for all molybdenum electrodes. These two graphs agree with the previous 
work that two different failure mechanisms acted on molybdenum electrodes during the glass melting 
process: superficial oxidation and intergranular corrosion. First, the surface removal is primarily caused 
by superficial oxidation (the mass loss of molybdenum trioxides), because uncoated electrodes are 
subject to severe oxidation problem during startup. As shown in Figure 57, compared to the coated 
electrodes, significant diameter loss was observed on the uncoated electrodes. Irregular attack occurs in 
the case of uncoated electrodes, the corrosion being considerably increased in the neighborhood of 
precipitated silica and molybdenum oxides, with molybdenum loss in the form of metallic particles. 


Further, the diameter loss increased not only when the current was loaded, but also through the effect 
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of the increased current density despite the alternating current having no effect on the oxidation 
process. Most likely the alternating current increases the molybdenum corrosion rate by accelerating 
the reaction speed between molybdenum and glass components occurring along the grain boundaries at 
the glass-electrode interface. Low-melting compounds spread out along grain boundaries more quickly 
when electrically loaded resulting in the loss of molybdenum grains from the electrode. The more glass 
deposits penetrated into the molybdenum electrode, the more molybdenum was removed from the 
electrode surface without alloying with other glass components and being absorbed in the molten glass. 
As illustrated in Figure 58, it is obvious that glass penetrated much deeper into the uncoated electrodes 
than the coated electrodes suggesting that oxidation damage exacerbates the corrosion problem of 
molybdenum. Without the protection of the MoSiB coating, molybdenum oxides will easily form low- 
melting compounds with molybdenum and glass components along grain boundaries and the total 
amount of precipitated glass components increase at the interface during the glass melting process. In 
contrast, with the protection of the MoSiB coating, only silica reacts with molybdenum along grain 
boundaries. The MoSiB protects molybdenum from oxidation damage during startup and the corrosion 
reactions are partly hindered on the MoSiB coating structure due to the absence of molybdenum oxides. 
Lastly, the AC current accelerates the corrosion rate of molybdenum while it does not affect oxidation of 
molybdenum. Corrosion tests on molybdenum carried out with and without electrical load showed that 
penetration depth increased under electrical loading. Based on the penetration depth for the electrodes 
loaded with different current densities, the precipitates also diffused deeper with higher current density. 
So corrosion rate of molybdenum is not only affected by the current load, but increases with increasing 


current density as well. 
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Figure 57: The chart showing the diameter loss of the molybdenum electrodes after being corroded in 
the molten soda-lime glass. The loss in percentage was calculated before and after the test. 
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Figure 58: Maximum penetration of SiO» which diffused into the molybdenum substrate. 
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6.2.2. The Comparison Corrosion Tests on Molybdenum and Molybdenum-based 
Alloy Electrodes 
Refractory metals such as molybdenum are characterized by excellent high-temperature strength, creep 
resistance, low coefficient of thermal expansion, and high thermal conductivity. Poor oxidation 
resistance in air at temperatures higher than 700'C limits the use of molybdenum and molybdenum- 
based alloys during the glass melting process. However, in accordance with the synthesis of the MoSiB 
coating on molybdenum, molybdenum electrodes are completely protected from oxidation during 
startup when oxygen is present. In order to develop a solution path to optimize the performance of 
electrodes in the glass-melting furnace, the corrosion rate of the electrodes due to exposure to molten 
glass needs to be reduced. The corrosion issue of molybdenum is the intergranular attack during the 
glass melting process, which is also called intercrystalline corrosion. It is a form of corrosion attack 
where the molybdenum grain boundaries are susceptible to corrosive attack by the glass melts than the 
grain interiors. During the glass melting process, molybdenum reacts with glass components 
preferentially along the grain boundaries. The grain boundary precipitation of low-melting compounds 
consumes molybdenum, resulting in the formation of a preferential for corrosion attacks from the 
molten glass. Thoughts were made to control or minimize intergranular corrosion by adding additions 
like titanium, zirconium, tungsten, or lanthanum oxide into molybdenum. Since these additives have a 
much greater affinity for molybdenum than glass, molybdenum alloying with them may reduce the 
opportunities of the formation of low-melting compounds along grain boundary area. Therefore 
molybdenum-based alloy materials for the glass melting electrodes were also in evaluation in corrosion 


tests besides pure molybdenum electrodes. 


6.2.2.1. The Choice of Molybdenum Alloys for Glass Melting Electrodes (GMEs) 

Molybdenum TZM Alloy 

A commercial molybdenum-based alloy, TZM (Titanium-Zirconium-Molybdenum), was considered for 
glass melting electrodes. TZM is strengthened mainly through the formation of carbides of the alloying 
metals and offers twice the strength of pure molybdenum at temperature over 1300*C[53]. According to 
its chemical composition (in wt% Mo-0.5Ti-0.08Zr—0.03C), the amount of alloying metals is more than 
that required to entirely consume the carbon and form precipitates[54]. These excess alloying metals 
contribute to solid-solution strengthening of TZM. Carbide particles that precipitate during the 


manufacturing process also act as recrystallization inhibitors. Thus, the recrystallization temperature of 
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TZM is approximately 250°C higher than pure molybdenum[55]. The formation of titanium carbide (TiC) 
and zirconium carbide (ZrC) at the grain boundaries in TZM alloys inhibit grain growth and the related 
failure of the base metal as a result of corrosion cracking along grain boundaries[56]. The TZM alloy was 
investigated in the corrosion tests to evaluate whether the existence of TiC and ZrC would lower the 
content of the low-melting compounds from the corrosion reaction between molybdenum and glass 
components in the grain boundary region. Further, it was theorized that grain size plays a role in the 
corrosion mechanism of molybdenum and molybdenum alloys during the glass melting process. 
However, the effect of the grain size on the corrosion behavior of molybdenum in the molten glass was 
still undefined. Molybdenum and molybdenum based alloys used today can be produced by two primary 
consolidation methods; vacuum arc-casting (VAC) and powder metallurgy (PM). In the vacuum arc 
furnace, complete melting and blending of molybdenum metal and alloys takes place to assure a 
homogeneous material and provide a relatively coarse grain structure. Molybdenum metal and alloys 
produced by powder metallurgy techniques generally have a finer grain structure. The fine grain size is 
generally tougher and more ductile as compared with the coarse grain size. However the grain size 
produced by powder metallurgy may be so small that the grain boundary area may be several times 
larger than in arc-casting metals. Grain size's dilemma: Finer grains with much higher grain boundary 
area may have more preferential paths for corrosion while coarse grain molybdenum metal and alloys 
may disintegrate (grains fall out) or lose its strength. So both powder metallurgy and arc-casting TZM 
alloys were investigated in the corrosion tests in order to define the effectiveness of grain sizes of 
molybdenum alloys. In addition, the powder metallurgy and arc-casting pure molybdenum metals were 


also analyzed in the tests with TZM alloys. All four kinds of materials were provided by H.C. Starck, Inc. 


Molybdenum - 30wt% Tungsten Alloy (Mo-30W) 
The Mo-30W alloy was also chosen as the candidate material for the glass melting electrode due to its 


high strength at high temperatures, high melting point (2832'C), and resistance to impact and thermal 
shock. According to the tungsten-molybdenum binary phase diagram[57], tungsten forms a continuous 
solid solution with molybdenum, which indicates that molybdenum (or tungsten) elements completely 
dissolve in the remaining bcc tungsten (or molybdenum) phase. As tungsten is added into molybdenum, 
the alloy is gradually strengthened by the mechanism of substitutional solid solution strengthening[58]. 
The Mo-30W alloys were produced by vacuum arc-casting in H.C. Starck, Inc, containing a coarse grained 
structure. The glass melting electrodes made of Mo-30W alloys were examined in the corrosion tests 


and compared with other molybdenum metal and alloys. 
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Oxide Dispersion Strengthened (ODS) Molybdenum Alloy 
The ODS molybdenum alloy with Lanthanum (La) oxide was another material that was evaluated for 


glass melting electrodes. The ODS molybdenum alloy was developed for high temperature applications 
and possesses excellent high temperature strength and creep resistance[59]. The strength of ODS 
molybdenum alloys is improved through oxide dispersions. These finely dispersed particles retard 
dislocation motion, increasing material strength[60]. The ODS molybdenum alloy doped with the oxide 
(La20s) from the test[61] had high strength and creep resistance at high temperature. The oxide is 
present as dispersed particles in the matrix and along grain boundaries[62]. La?Os particles not only act 
as nucleation sites for strain free grains, but also help retard grain growth during recrystallization. Arc- 
casting and powder metallurgy molybdenum metals have a recrystallization temperature of around 
1200'C and the recrystallized grains are equiaxed and larger than the microstructure before annealing 
while the ODS molybdenum alloy's recrystallization temperature is higher and grains maintain high 
aspect ratio after heat treatments[63]. It is thought that La2Os particles segregating to the grain 
boundaries reduces the possibility of grain boundary transport by diffusion, leading to the decreased 
mass loss of molybdenum substrate. The Lanthanum doped ODS molybdenum alloy tested in this study 


was produced commercially through the powder metallurgy process in H.C. Starck, Inc. 


The six selected molybdenum metal and alloy samples (the PM and arc-casting molybdenum and TZM 
alloys, the Mo-30W alloy, and the ODS-molybdenum alloy) were etched by the modified molybdenum 
etchant (Potassium ferricyanide 75g, sodium hydroxide 10g, and distilled water 500mL) for microscopy. 
Optical micrographs, Figures 59 and 60 reveal the grain structures in the six etched samples. Samples 
produced by powder metallurgy have finer grain size than the ones manufactured by arc-casting. Mo- 
30W sample has the coarsest grained structure while ODS-molybdenum sample has the finest grained 


structure among six samples presented in Figure 60. 
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Figure 59: Optical microscopy of the etched powder metallurgy and arc-cast molybdenum and powder 
metallurgy and arc-cast molybdenum-TZM alloy. 
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Single Crystal Molybdenum 
Molybdenum generally exhibits the intergranular brittleness when it is in the recrystallized condition. In 


fact, the grain boundary brittleness in molybdenum is not only caused by impurity segregation and 
precipitation at grain boundaries[64, 65], but is primarily attributed to the intrinsic weakness in the grain 
boundary[66] as well. Interstitial impurities, such as carbon, oxygen and nitrogen, only affect the grain 
boundary brittles as a secondary factor. Besides alloying molybdenum with elements to suppress the 
segregation of low-melting compounds to grain boundaries, eliminating grain boundaries is another 
potential solution to conquer the corrosion problem in the molten glass by eliminating the diffusion 
paths to corrosion attack. The absence of the defects associated with grain boundaries can also give 
metals better mechanical properties, more stable microstructures, and higher temperature creep 
resistance than polycrystalline metal does. Lastly, the single crystal molybdenum metal was considered 


as a potential alternative to be the new material for glass melting electrodes. 


6.2.2.2. Glass Melting Electrodes Preparation for the Comparison Corrosion Tests 


All seven metals were machined to the size as shown in the schematic sketch in Figure 16 for the 
corrosion test. In order to study the effect of the MoSiB coating on the corrosion behavior of the coated 
GMEs, the two-step synthesis of the MoSiB coating was also conducted on all seven electrodes as 
previously described. The thickness gains of electrodes' diameter were monitored during the two-step 
synthesis shown in Figure 61, indicating the MoSiB coating successfully developed and attached on the 
surface of GMEs. During the synthesis of the MoSiB coating on the electrodes, coupons from each metal 
were simultaneously coated to monitor the coating process on different molybdenum alloys. In general, 
the as-packed surface was very smooth and the appearance of as-packed samples was blackish in color. 
After conditioning, the electrode surface had a glassy grey look. Back-scattered SEM cross-section 
images of the TZM alloy, the Mo-30W alloy, and the ODS-molybdenum alloy after coating, Figures 62-64, 


show the coating structures on molybdenum alloys are also adherent and uniform. 
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Figure 61: Diameter change of GMEs after being coated by the two-step synthesis. 


Figure 62: Back-scattered SEM microstructure images of a) the as-packed TZM alloy composed of MoSi; 
outer layer and a continuous boride layer underneath b) the same alloy after conditioning showing the 
MoSiB coating structure. Thickness growth on coating structure indicates that phase conversion started 
to develop between the disilicide and boride layers. 
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Figure 63: Back-scattered SEM microstructure images of a) the as-packed Mo-30W alloy composed of 
(Mo,W)Siz outer layer and a continuous boride layer underneath b) the same alloy after conditioning 
showing the MoSiB coating structure. Thickness growth on coating structure indicates that the phase 
conversion started to develop between the disilicide and boride layers. 


Figure 64: Back-scattered SEM microstructure images of a) the as-packed ODS-Mo alloy composed of 
MoSi; outer layer and a continuous boride layer underneath b) the same alloy after conditioning 
showing the MoSiB coating structure. Thickness growth on the coating structure indicates that phase 
conversion started to develop between the disilicide and boride layers. 


As illustrated in Figures 62-64, the MoSiB coatings were successfully formed on molybdenum alloys after 
the two-step synthesis. The coating process was dominant by the diffusion of silicon, and the 
multilayered coating structure formed a continuous compositional gradient. The formation of the 
disilicide phase with continuous boride layer developed on molybdenum alloys after the co-pack 
cementation (with a 35-1 ratio of weight of Si to B powder sources) at relatively low temperature 
(1050'C) after 50 hours. The oxidation resistance of the coating on molybdenum alloys was verified 


during the conditioning process at 1450°C in air for 24 hours. The evidence of the thickness growth of 
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the coatings in Figures 62-64 shows the development of the oxidation resistance layer of the MoSiB 
coating which is comprise of molybdenum silicide phase and borosilicides. In addition, the growth on the 
boride layer shown between red dotted lines (in Figures 62-64) reveals the formation of the diffusion 
barrier layer of the MoSiB coating. In the case of the TZM alloy, the fracture toughness is improved by 
the micro-alloying additions, however, the toughness of the MoSi? and T;*T» layer is unlikely to be 
enhanced by Zr and Ti [67]. Unlike the pure molybdenum in the absence of tungsten, molybdenum 
diffused outwardly (rather than tungsten) to enhance the coating in the Mo-30W alloy, because the 
diffusion of molybdenum is higher than the diffusion of tungsten[68]. So the coating on Mo-30W was 
formed by the inward diffusion of silicon and outward diffusion of molybdenum as well. In addition, 
small amount of tungsten trioxide (WOs) was detected in the silica layer after the coating synthesis 
shown in the red circle in Figure 63 (b), indicating that WOshas the lower volatility than molybdenum 
trioxide. Alloys containing a dispersoid reach steady state much earlier than the dispersion free 
alloys[69]. When adding oxide dispersions in the form of La?0s into molybdenum, the growth rate of the 
coating was reduced (60-um thickness grown on TZM and Mo-30W alloys compared to 40-um thickness 
grown on ODS-Mo) shown in Figure 64. The addition of La2O3 yielded a dense and compact coating 
structure as a consequence of decreased silicon diffusion inward to molybdenum substrate due to the 


enhanced microstructure. 


6.2.2.3. Results of the Corrosion Tests 


In order to evaluate the corrosion resistance of the MoSiB coating without the interference from 
oxidation, all coated electrodes were placed into the furnace tank after the glass melted when oxygen 
was limited by the molten glass, skipping the startup of the remelter furnace. Seven coated electrodes 
were exposed to the comparison corrosion tests without the load of current in two different glass melts, 


soda-lime glass and borosilicate glass. 


During the first test seven coated GMEs were placed in the soda lime glass melt at 1200'C for 12 days. 
Figure 65 presents the picture of seven coated GMEs’ appearance before and after the test. Visual 
examinations on the coated electrodes indicate that molten glass was present on the surface even after 
most of the attached glasses were removed by mechanical impact. All electrodes' surfaces were uneven 
and rough expect for the single crystal molybdenum electrode's surface was smooth without attached 


glasses. 
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Figure 65: The picture of the coated electrodes before and after the corrosion test in soda-lime glass. 


The diameters of coated GMEs were measured before and after the comparison corrosion test, which is 
presented in Figure 66. The molybdenum alloy electrodes suffered greater corrosion attack than the 
pure molybdenum electrode based on the diameter loss. However, in the case of the single crystal 
molybdenum electrode, it is not sufficiently accurate to evaluate its corrosion resistance based on the 
diameter change, because it was cullet-free surface after the corrosion test. It cannot be concluded that 
the single crystal molybdenum electrode was the most heavily corroded based on the largest diameter 


loss. The diameter loss of the single crystal electrode is mostly caused by the coating consumption. 
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Figure 66: Diameter change of coated GMEs before and after the corrosion test in the molten soda-lime 
glass. The diameter loss was observed on every electrode after the test. 


SEM observations on polished glass-electrode interfaces of all coated electrodes reveal the corrosive 
attack after the 12-day corrosion test. Figures 67 and 68 show the cross-section of both powder 
metallurgy and arc cast pure molybdenum and molybdenum TZM alloy electrode. Compared to the 
electrode produced by the powder metallurgy method in Figures 67 (a) and 68 (a), more corrosive attack 
was observed on the electrode produced by the arc casting technique in Figures 67 (b) and 68 (b). First, 
less residual coating was discovered on arc-cast electrodes than on powder metallurgy electrodes. 
Second, Figures 69 shows the fact that there are more compounds comprised of glass components and 
molybdenum segregating to grain boundaries inside of the arc-cast electrodes than the powder 


metallurgy electrodes. 
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WD 10.0mm 100m WP j SEM Si 10.0kV X75 WD 10.0mm 1004m 


Figure 67: SEM microstructure images of a) powder metallurgy (PM) molybdenum, b) arc-casting 
molybdenum. Residual coating was illustrated between the red dotted lines. 


WD 10.0mm — 100m 3 SEM S x75 WD 10.0mm 100m 


Figure 68: SEM microstructure images of a) powder metallurgy (PM) molybdenum TZM alloy, b) arc- 
casting molybdenum TZM alloy. Residual coating was illustrated between the red dotted lines. 


Arc-casting 
TZM 


10.0kV X150 WD 10.0mm  100um 5.0kV X75 WD 10.0mm 100m 


Figure 69: SEM microstructure images of a) arc-casting molybdenum, b) arc-casting TZM alloy. Diffused 
compounds segregated to the grain boundaries in arc-casting electrodes. 
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The glass-electrode interfaces on ODS-Mo alloy and Mo-30W was presented in Figures 70 (a) and (b), 
indicate the molten glass broke through the coating and diffused into the substrate through the grain 
boundaries. No residual coating was observed at the interface on either electrode, indicating that both 
electrodes were corroded more than pure molybdenum and TZM alloy. This is in agreement with the 
diameter change chart, Figure 66. According to the SEM/EDS results, the diffused compounds penetrate 
deeper into the ODS-Mo electrode (500 um in max. penetration) than into the Mo-30W electrode (400 
um in max. penetration). However, there is a large amount of precipitated compounds consisted of 
molybdenum (with tungsten) and glass components along grain boundaries on Mo-30W electrode, 


which is much more than those at ODS-Mo electrode's grain boundaries. 


x75 WD 102mm  100jm WP. 3 SEM S x75 WD 10.0mm 1004m 


Figure 70: SEM microstructure images of a) ODS-Mo alloy, b) Mo with 30 wt% W alloy. 


As illustrated in Figure 71, it is clear the coated single crystal electrode showed the least corrosive attack 
from the soda-lime glass. There was no evidence of cracks filled with glasses or diffused compounds 
inside of the electrode. The residual coating’s thickness was still 120 um after the corrosion test, while 
some part of the coating was removed from the surface by molten glasses shown in the red circle in 


Figure 71 (b). 
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10.0kV X150 WD 10.0mm 100m 3 SEM COMPO 10,0kV X150 WD 10.0mm  100um 


Figure 71: SEM microstructure images of a) single crystal molybdenum, b) back-scattered SEM images of 
the same electrode. Residual coating was illustrated up to 120 um between the red dotted lines in (a) 
and some part of the coating was removed from the surface shown in the red circle in (b). 


All GMEs underwent corrosive attack from the soda-lime glass melt after the 12-day corrosion test at 
1200'C except for the single crystal molybdenum electrode. These results demonstrate the mechanism 
of corrosion of pure molybdenum and molybdenum base alloys is intergranular attack. This is caused by 
the redox reaction between molybdenum and glass components from the soda-lime glass melt. Glass 
components are reduced by molybdenum to subsequently form relatively low-melting compounds 
resulting in the dissolution of molybdenum into the melts. Those compounds would considerably rather 
segregate to grain boundaries than in grains and directly enhance the penetration of the glass deposits 
and weaken the electrode's strength. Greater attack of glass-molybdenum components was found in 
arc-cast electrodes than in powder metallurgy electrodes suggesting that the intergranular corrosion 
propagates more easily in a network of large grains than fine grains (shown in Figure 69). The reason is 
probably because the impurity density is usually higher in coarse-grained structure than in fine-grained 
structure of the same purity. In the case of TZM electrodes in Figure 68, the precipitation of glass- 
molybdenum compounds diffused farther from the surface than in pure molybdenum electrodes. This 
indicates that alloy additions of zirconium and titanium which formed carbides in molybdenum are 
susceptible to the dissolution and precipitation of glass-molybdenum compounds in the grain boundary 
areas. It can be assumed the carbides formed along the grain boundaries increased the effective 
solubility of glass components in molybdenum. For the Mo-30W electrode in Figure 70 (b), good 
agreement can be seen in the relationship between the intergranular corrosion and the grain size, 
greater intergranular corrosion occurs in coarse-grained structure than in finer-grained structure. Since 


the Mo-30W electrode was produced by vacuum arc casting, it has a relatively coarse grain structure 
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(also shown in the optical microscopy in Figure 60). This structure facilitated the segregation of glass 
components along grain boundaries in molybdenum leading to the grain coarsening, thus intensifying 
problems of intergranular corrosion. In addition, Mo-30W electrode exhibits the poorest corrosion 
resistance among all GMEs because of the different properties of tungsten oxides as well. Tungsten 
trioxide (WOs) is to blame for the worst behavior of corrosion resistance, because WOs stayed in the 
SiO; layer after the synthesis of the MoSiB coating. The cracks in the coating structure were also filled 
with the mixture of SiO2 with WOs, thereby disturbing the protective coating and promoting brittle 
intergranular corrosion. Concerning the ODS-Mo electrode in Figure 70 (a), the depth of internal glass- 
molybdenum compounds precipitation along grain boundaries was higher than pure molybdenum 
electrode, because lanthanum increases the fluidity of the SiO? (with B203) phase. In addition, due to the 
finer microstructure formed, a larger amount of internal grain boundaries increase the intergranular 
corrosion rates leading to a greater penetration into the substrate. However, there is no grain 
coarsening observed in the fine-grained structure because of the tougher grain boundaries compared to 


the coarse-grained structure. 


In the second test seven coated GMEs were placed in the borosilicate glass melt for 12 days without a 
current load but at higher operating temperature (1300'C). All GMEs were placed into the tank after the 
glass cullet melted in order to avoid the oxidation damage from the startup of the remelter furnace. 
Figure 72 shows the seven GMEs before and after the test. Visual examination indicates the GMEs 
surface was non-uniform after exposure to the borosilicate glass. The TZM and ODS molybdenum 
electrodes’ surface had mottled color patterns. The diameter change of coated GMEs was also 
measured after the attached glasses were removed by mechanical impact, as shown in Figure 73. The 
second comparison corrosion test has similar results of the diameter change to the first one in soda-lime 
glass melt. Molybdenum alloys electrodes were more corroded than pure molybdenum electrodes in 
borosilicate glass. However, again, corrosion on single crystal molybdenum electrode cannot be 
evaluated with accuracy by the diameter loss method due to the deposited glass cullet free surface and 


the coating consumption. 
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Figure 72: The picture of the coated electrodes before and after the corrosion test in borosilicate glass. 
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Figure 73: Diameter change of coated GMEs before and after the corrosion test in the molten 
borosilicate glass. The diameter loss was observed on every electrode after the test. 
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SEM observations on polished glass-electrode interfaces of all coated electrodes reveal the corrosive 
attack after exposure in borosilicate glass. After 12 days the outer and porous coating region had been 
severely attacked by the molten glass, but the inner zones (diffusion barrier layer) remained unchanged 
as shown between the red dotted lines in Figures 74 (a), 75 (a), 77, and 78. The diffusion barrier layer in 
the MoSiB coating contained borosilicide and boride phases and functions to heal the outer T1 phase 
layer. The MoSiB coating reacted slowly with the borosilicate glass probably due to the presence of 
boron trioxide (B203) in the borosilicate glass. The presence of B20; in the glass melt is advantageous to 
the MoSiB coating because it decrease the viscosity of the borosilicate layer (SiO?*B;03s), providing 
enough flow for the diffusion barrier layer to heal small cracks or defects that appear in the coating 
structure. This is also desirable because it allows the coating structure to self-heal from the damage 


caused by the impact of molten glass, even though boron evaporates rapidly at 1300'C. 


The MoSiB coating is not the most effective option to protect molybdenum and molybdenum alloys 
from corrosion, even though it reacted slowly with the borosilicate glass. As illustrated in Figures 74 (b) 
and 75 (b), SEM/EDS analysis shows almost a complete loss of the diffusion barrier layer in the residual 
coating structure. Compounds consisting of glass and molybdenum underneath the coating structure 
between the red dotted lines indicate that the compounds had penetrated through the whole coating 
structure and into the arc cast electrode material. In addition, some cracks filled with glass were 
detected inside of arc cast electrodes in Figures 74 (c) and 75 (c), suggesting that precipitation of 
diffused compounds in coarse-grained structure (up to 600 um) was much higher than in fine-grained 
structure. These behaviors agree the previous conclusion that electrodes produced by arc casting 
suffered more corrosion from the melts than electrodes produced by powder metallurgy. Concerning 
the TZM electrodes, SEM observations on glass-electrode interfaces reveal that more molybdenum was 
removed from the TZM electrodes in Figure 75 than from the pure molybdenum electrodes in Figure 74, 
which agrees with the results of the diameter change of the electrodes. More redox reactions between 
the glass and molybdenum due to corrosion increases the amount of molybdenum absorbed in the 


melts. 
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Figure 74: BSE-SEM microstructure images of the glass-electrode interface of a) powder metallurgy (PM) 
molybdenum, b) arc-casting molybdenum, and c) the precipitation of diffused glass inside of the arc 
casting molybdenum electrode. 
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Figure 75: BSE-SEM microstructure images of the glass-electrode interface of a) powder metallurgy (PM) 
TZM, b) arc-casting TZM, and c) the precipitation of diffused glass inside of the TZM produced by arc 
casting. 
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As shown in Figure 76, the corrosion problem in ODS molybdenum electrode is also severe after being 
tested in borosilicate glass. The MoSiB coating on ODS molybdenum electrode was totally dissolved 
after the test. Compounds consisting of molybdenum and glass components were identified inside of 
the electrode underneath the residual coating structure shown between red dotted lines. Evidence of 


large amounts of molybdenum detached from the surface also proves the corrosion issue of ODS 


molybdenum electrode. 


3 SEM COMPO 10.0kV X150 WD 10.1mm 100gm 


Figure 76: BSE-SEM microstructure images of the ODS molybdenum electrode after the test in 
borosilicate glass. 


86 


In the case of the Mo-30W electrode (Figure 77), the corrosion attack is lower in borosilicate glass than 
in soda-lime glass. Although the outer region of the coating was broken down by the melt, the inner 
zone of the coating (diffusion barrier layer) survived shown between red dotted lines and succeeded in 
protect the electrode from the intrusion of the melt. Presumably, with the help of the MoSiB coating's 
slower reaction with borosilicate glass, the diffusion barrier layer helped to prevent the diffusion of the 


glass melt and no glasses were observed inside of the Mo-30W electrode. 


Mo-30W 


3 SEM COMPO 10.0kV X150 WD 10.0mm 100gm 


Figure 77: BSE-SEM microstructure images of the Mo-30W electrode after the test in borosilicate glass. 
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The single crystal electrode with the coating again survived from the 12-day corrosion test. The coating 
remained unchanged with up to 155 um thickness after the test in Figure 78. It is also clear that no 


evidence of cracks filled with glass or diffused compounds were observed inside of the electrode. 


Single crystal Mo 


3 SEM COMPO 10.0kV X150 WD 10.0mm 100gm 


Figure 78: BSE-SEM microstructure images of the single crystal molybdenum electrode after the test in 
borosilicate glass. 


Figure 79 illustrates the maximum penetration depth of diffused glass components and compounds in 
GMEs after corrosion tests in soda-lime and borosilicate glasses. The results show that the glass 
components and compounds penetrate deeper into the molybdenum alloy electrodes than into pure 
molybdenum electrodes. The additions alloying with molybdenum did not increase the corrosion 
resistance of molybdenum, on the contrary, they increased the solubility of the glass components into 
molybdenum. The coated ODS molybdenum and Mo-30W electrodes were less corroded in borosilicate 
glass than in soda-lime glass because the MoSiB coating reacted slower with borosilicate glass than with 
soda-lime glass. However, the MoSiB coating cannot protect electrodes from corrosion attacks in other 
glass melts except for the borosilicate glass. Additionally, the result of intergranular corrosion in arc- 
casting electrodes is worse than that in powder metallurgy electrodes, although grain boundaries are 
less in arc-casting electrodes than in powder metallurgy electrodes. The reason of this is because of the 
impurity density along grain boundaries. The interstitial impurities segregation at grain boundaries also 


intensify intergranular corrosion. Impurity density at grain boundaries in coarse grained structure is 
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higher than that in fine grained structure, so intergranular corrosion occurs and propagates easier in 
coarse grains than in fine grains. Lastly, there is no precipitation of glass from the melts inside the single 


crystal molybdenum electrode after being tested in soda-lime or borosilicate glass. 
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Figure 79: Maximum penetration depth of melt into GMEs in soda-lime and borosilicate glass. 


Compared to the behavior of molybdenum and molybdenum based alloys in borosilicate glass, the single 
crystal molybdenum appears to be the optimal electrode for the glass melting furnace due to its highest 


corrosion resistance to the glass melts. 
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7. Discussion 


Based on the corrosion tests in this study, it was observed that two failure mechanisms acted on 
molybdenum electrodes during melting: oxidation and intergranular corrosion. During startup of the 
furnace, oxidation leading to mass loss of molybdenum trioxides can be eliminated via the application of 
a MOSiB coating. This coating was verified in this study as a promising protective solution to oxidation of 
molybdenum and molybdenum alloy electrodes during startup. The coating performance is attributed to 
the formation of a continuous borosilica layer on the outer surface of the electrode, and the stability 
and integrity of the inner layers is due to an oxidation resistant Tı layer and a diffusion barrier layer 
underlying the T; phase. Since the enhanced oxidation resistance of GMEs is assured by incorporation of 
the MoSiB coating, the chemical resistance of molybdenum electrodes to glass melts becomes the key 


characteristic to focus on to optimize GME performance in molten glasses. 


After startup, as the glass batch is melted, the redox reaction of molybdenum with polyvalent ions (such 
as iron, cobalt, and antimony) in the glass melts is the dominant factor of corrosion both with and 
without the alternating current load. The redox reaction of the polyvalent ion "M" can be described by: 
4MGieit) + 2n OG) = AM Car) * + nÜs(gas) ; 
where M™ and M'"* are the oxidized and reduced ions, respectively; O2 is dissolved oxygen in the 
glass melts; O% is the oxygen ion. Therefore, in the molten glass, the molybdenum electrode is oxidized 
by polyvalent elements from the melts as described by: 
Mo RAS = Mo"* + ;M , 


where M is polyvalent ions in the glass melts and n is the number of electrons involved in the reaction. 


When an alternating current is applied to the electrodes, the metallic molybdenum is oxidized to the 
ionic state during the anodic part of the alternating current cycle. During cathodic polarization, the 
polyvalent ions are reduced rather than molybdenum ions, leading to the acceleration of electrode 
corrosion by dissolving more molybdenum into the melts. Reaction products containing molybdenum 
and glass components preferentially segregate to and spread out along grain boundaries by diffusion at 
the glass-electrode interface. Intergranular corrosion is due to the grain boundary brittleness and 
worsened by impurity segregation and precipitation at grain boundaries. This study shows that the 
corrosion resistance of TZM alloys is inferior to pure molybdenum. Although the zirconium and titanium 


additions to TZM tend to form carbides along grain boundaries which minimize and inhibit the 
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interstitial impurities segregation to the grain boundaries, these additions also increased the solubility of 
the glass components in molybdenum along grain boundaries, accelerating the grain boundary corrosion 
problem of molybdenum electrodes. From this study, molybdenum alloying with tungsten and 
lanthanum oxides cannot improve the corrosion resistance of molybdenum electrodes, either. In the 
case of the Mo-30%W alloy, the corrosion of molybdenum electrodes was increased by the formation of 
tungsten trioxides on the outmost surface of the coating. In the case of ODS-Mo alloy, since the 
lanthanum oxides increase the fluidity of the SiO? phase, the corrosion resistance of ODS-Mo electrode 


cannot be improved. 


The results of intergranular corrosion in arc-cast electrodes are worse than in powder metallurgy 
electrodes, although the amount of grain boundaries is less in arc-cast electrodes than in powder 
metallurgy electrodes. The reason for this paradoxical situation is probably because of the impurity 
density at grain boundaries. The interstitial impurities segregation to grain boundaries intensifies 
intergranular corrosion. Impurity density at grain boundaries in a coarse grain structure is higher than 
that in a fine grained structure, so intergranular corrosion seems to occur and propagate easier in coarse 
grains than in fine grains. The intrinsic weakness in grain boundaries of molybdenum seems to be the 
limitation to further applications of molybdenum for GMEs, while the impurity segregation to grain 
boundaries also seems to be a factor to intergranular corrosion. Nevertheless, it is not yet known in 
detail whether the amount of grain boundaries or the condition of grain boundaries is the primary factor 


leading to intergranular corrosion. 


However, by eliminating grain boundaries in molybdenum, the single crystal molybdenum was shown to 
still be intact after corrosion tests in soda-lime and borosilicate glass melts over a temperature range of 
1200°C to 1300°C. For improved total corrosion characteristics in molybdenum electrodes, it has been 
proven that one should take selectively targeted corrosion-inhibiting steps in regard to each of two 
individual corrosion mechanisms: oxidation and intergranular corrosion. During startup, molybdenum 
electrodes can already be adequately protected by a MoSiB coating to prevent oxidation. After startup 
(in the molten glass), satisfactory corrosion protection is achieved by using a single-crystal molybdenum. 
The single crystal molybdenum electrode seems to be the most effective contender for the electrode 
whose service life can be prolonged while retaining high mechanical strength and good electrical 


conductivity at high temperatures. 
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8. Conclusions 


1. During glass melting, two different failure mechanisms act on molybdenum electrodes: 
superficial oxidation and the intergranular corrosion. During startup of glass melting, when the 
glass melt is too viscous to cover the molybdenum electrode, degradation of the electrode 
occurs due to the formation and vaporization of molybdenum trioxide (MoOs) at temperatures 
over 700°C in air. Intergranular corrosion occurs along grain boundaries near the surface region 
of the molybdenum electrode which is covered by molten glass. Corrosion occurs through the 
redox reaction between the molten glass and the electrode. The glass components in the melt 
react with molybdenum leading to the segregation of low-melting compounds at the grain 


boundaries and subsequently diffuse out. 


2. Both oxidation and corrosion mechanisms are coupled; oxidation of molybdenum accelerates 
corrosion in the glass melt by generating molybdenum dioxide (MoO;). MoO: forms by the 
reduction of MoOs with molybdenum and readily segregates to the grain boundaries in 


molybdenum, thereby promoting brittle intergranular corrosion. 


3. The intergranular corrosion of the molybdenum electrode in the glass melt occurs both with and 
without the load of alternating current (AC). Further, corrosion of molybdenum worsens when 
the electrode is electrically connected. The AC supply drastically accelerates the corrosion of 
molybdenum but does not change the corrosion mechanism of molybdenum. Molybdenum ions 
are generated during the anodic polarization when AC voltage is applied, and are further 
reduced to the metallic state during the cathodic polarization in the glass melt. Corrosion of 
molybdenum is also accelerated by the increased current density with the incremental amount 


of precipitated compounds consisting of glass components and molybdenum. 


4. MOSiB coating has been verified as a promising protection coating for molybdenum and 
molybdenum-based electrodes from oxidation during the startup of the melting furnace. With 
the protection of the MoSiB coating, no oxidation of molybdenum was detected at the glass- 
molybdenum interface and there was less corrosion attack on molybdenum with the absence of 
molybdenum oxide. In addition, even though the MoSiB coating survived longer in borosilicate 
glass due to the presence of boron trioxide in the melt, it cannot prevent the electrode from 


intergranular corrosion attack during glass melting. 
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Corrosion tests showed that micro-alloying of molybdenum did not improve molten glass 
corrosion resistance of GMEs in either soda-lime glass or borosilicate glass melts. The additives 
in molybdenum alloys tend to concentrate at grain boundaries resulting in intensifying 


intergranular corrosion during the glass melting process. 


Intergranular brittleness in molybdenum is not only caused by extrinsic factor as the impurity 
segregation at grain boundaries, but also attributed to the intrinsic weakness of the grain 
boundary strength. Fine-grain molybdenum possesses better resistance to intergranular 


corrosion when compared to its coarse-grain structure. 


The single crystal molybdenum had the best corrosion resistance during glass melting due to 


complete absence of grain boundaries. Thus the combination of the single crystal molybdenum 


and the MoSiB coating is the optimized electrode for glass melting. 
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10. Appendix A 
Molybdenum Electrode Performance in Glass Melting 


- A Critical Literature Review 


1. Introduction 


Many different heating techniques can be applied in glass melting. This study will focus on 
electric heating with molybdenum electrodes. Electric heating is a clean and energy efficient 
technique, since furnace emissions are reduced and thermal efficiency is relatively high in 
electric furnaces(3). Since molybdenum is the most important electrode material in electric 
glass melting, its behavior has been dealt with quite extensively in the literature. One of the 
current problems of electric melting is the significant corrosion behavior of molybdenum 
electrodes. Due to the corrosion process, the life of Mo electrodes is limited. Stanek(12), 
Vanmoortel(9, 23), Yamamoto(13, 20)and Russel(21, 22, 25) have authored reviews on the 
performance of molybdenum electrodes in glass melting. Various studies showed that the 
corrosion of molybdenum electrodes is a complex phenomenon; it depends on the chemical 
composition of the electrode, current density and frequency, and chemical composition of the 
glass melt, specifically polyvalent ions that may be present in the glass melt. In addition, 
furnace parameters and design may have an effect on the corrosion of electrodes. 


Mathematical modeling was used to determine the effects of electrode configuration on 
convection currents in electric heating(70, 71). Over the years, much work has been devoted to 
protecting molybdenum electrodes from the corrosive attack. In general, it is accepted that 
molybdenum is a less noble metal and can be corroded by many compounds. However, 
whether changing the arrangement of the electrodes or the composition of the electrodes, or 
adding a coating system is the best approach to minimize the corrosion is still not clear. Thus, 
the problems of molybdenum electrodes that relate to the glass industry are explained and 
discussed in this study. 


98 


2. Glass 
2.1 Glass Composition 


Most types of glass are considered compositions of oxides. There are three principal glass- 
forming oxides: silica (SiO2), boric oxide (B203), and phosphorous pentoxide (P20s)(1). The glass 
type is usually designated in reference to its principal glass-forming oxide or oxides. 


The extent of molybdenum electrode corrosion depends on the glass melt composition and is 
drastically increased by the presence of cations of lead (Pb), arsenic (As), or antimony (Sb)(13). 
Lead oxide is usually a glass composition modifier, but in some compositions, it can act as a 
network former(72). Since lead oxide is a good helper which does not lower the electrical 
resistivity, lead glasses are widely used in the electrical and electronics industry. Arsenic, 
antimony, sulfate and fluoride are minor constituents of glass which are frequently overlooked 
when considering compositions. Small amounts of arsenic and antimony oxide called fining 
agents may be used to eliminate gas bubbles formed during the melting process(73). Arsenic is 
present in nearly all colorless glasses and in many colored glasses. The proportion is very small, 
seldom being as much as 0.5% and usually not more than 0.1%. Most of the arsenic is retained 
in glass as As2Os, although it is added as As203. Antimony is sometimes used in combination 
with arsenic or it may be used alone. It is seldom found in container glasses, but is a common 
constituent of crystal tableware and some flat-glass products(1). 


In addition, the presence of other polyvalent ions, such as Fe?*, Ni2*, or Co**, which can be 
reduced, can also increase the corrosion rate(9). Some glasses contain impurities, such as iron 
and chromium oxides from raw material sources, which produce a darkening in the glass, 
particularly when viewed from the edge. They are used to produce desired colors in glass. Most 
of the transition metal oxides, such as cobalt, nickel, chromium, iron, will give rise to absorption 
bands, not only in the visible but also in the ultraviolet and infrared regions of the spectrum(1). 
The presence of iron oxide in glass produces a green color owing to absorption bands in the 
ultraviolet and infrared regions. Most commercial glass compositions contain small amounts of 
other constituents which, in general, do not affect the physical properties of the glass. 


Besides lead glasses, aluminosilicate glasses are also used in electrical and electronic 
applications. When alumina is added to an alkali silicate glass formulation, the glass becomes 
more viscous at elevated temperatures. Alumina is also a network former to decrease the 
viscosity of molten glass and assumes a tetrahedral coordination similar to silica(74). 
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Commercial aluminosilicate glasses can be heated to higher temperatures without deformation, 
however lime glass or the majority of borosilicate glass will experience deformation at these 
high temperatures. 


2.2 Electrical Properties of Glass 


The electrical properties of glass play a decisive role in electric melting technology. For electric 
melting, it is the electrical properties at high temperatures and especially the conductivity that 
are of prime importance. The electrical conductivity depends greatly on the chemical 
composition of the glass and it is a function of the number of ions which participate in the 
current transport of their charges and their mobility. 


Monovalent cations are the most mobile ions in oxide glasses. The conducting ion is sodium in 
most commercial glasses. Lithium ions are also quite mobile in oxide glasses. Potassium and 
hydronium ions are also mobile. Urnes(75)investigated the conductivity of binary glasses of 
alkali metals at high temperatures. He concluded that lithium silicate glasses have a maximum 
conductivity while potassium-silicate glass exhibits minimum conductivity. Yevstrop and 
Toropov(76)measured the properties of the system Na?0-MeO-SiO»?, where Me means Ba, Sr, 
Mg, Pb, Zn or Ca, and concluded that the substitution of MeO leads to increases in electrical 
resistivity. The influence of these oxides depends on the initial composition of the glass. 


3. Glass Melting 
3.1 Furnaces 


Glass was melted batchwise in discontinuous furnaces until the mid of the 19'^ century. Since 
the process steps took place successively, it was possible to separate all the steps during the 
discontinuous process. The first continuous furnace, the Siemens-Martin-furnace(2), was 
developed in the second half of the 19* century. Heat to melt glass was provided by burning 
fossil. The raw materials were continuously charged into the furnace and the molten glass was 
withdrawn from the furnace. The temperature varied with melting, fining, homogenization and 
melt cooling process which all took place in the same furnace tank. For melting and fining the 
glass, the temperature, ultimately dependent on the glass composition, was typically between 
2372 and 2822°F. Heat transfer was controlled by radiative transmission from the refractory 
structure which was heated by the flames. 
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Traditional designs in current glass manufacturing are regenerative, recuperative, oxy-fuel fired, 
electric, mixed-fuel furnace pot/day tank, and unit melter. The choice of furnace is determined 
by the requirements of the glass manufacturer. This study will focus on electric melting which 
includes the mixed-fuel furnace with electric boosting; the oxy-fuel furnace and the electric 
furnace will also be reviewed. A typical design for melting container glass is shown in Figure 
1(77). Batch is fed continuously through the doghouse into the back end of the tank where free 
convection flows confine it until the batch is melted. Fining takes place as the melt moves 
forward before it flows through a throat to a separate chamber for cooling and homogenizing. 
Fuel and air enter through pots along the sides. 


Regenerators 


^ 
Chimney damper 


Figure 1: Tank furnace construction typical of side fuel-fired container glass melter(77). 


Oxy-fuel configurations are almost the same as in traditional glass melter. They have similar 
mechanisms that place formulated and prepared raw materials onto the surface of previously 
formed molten glass(77). Since oxy-fuel furnaces are relatively low-risk technology for glass 
melting, 2596 of manufacturers in North America have converted some furnaces to oxy-fuel 
firing technology beginning in the 1990s. Furthermore, oxy-fuel systems are one of the most 
thermally efficient and cost-effective ways to enable glass manufacturers to meet emission 
restrictions. The typical flame in an oxy-fuel fired furnace can be of lower velocity than the 
flame in a conventional furnace(78). The burner in the oxy-fuel furnace can be adjusted for 
different flame lengths depending on the types of burner and firing rate to affect the flame 
velocity. Besides conforming to the environment regulations, the advantages of using oxy-fuel 
technology are that it achieves high glass quality, improves the operation, and increases the 
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production. Its disadvantages are its corrosion problems for the superstructure refractory, 
depending on the glass composition, furnace design, and operating practices. 


All melters must limit forward mixing of material undergoing the batch melting, fining, and 
homogenizing steps of melting. Moreover, glass melters are also heated by combustion of fuels 
and direct electric heating. In general, electric melting produces a very homogenous, high- 
quality glass, because the emissions are reduced and thermal efficiency is very high in an 
electric furnace. However, this process is limited by its operating cost and technical 
considerations, which are explained in detail later in this report. 


Electrically boosted fuel-fired melters and all-electric cold-top melters use direct electric 
heating. In the case of the electrically boosted fuel-fired tank furnace, 10 to 3096 of the total 
energy input comes from the electrodes immersed in the melting end. Electric boosting gives 
better control of convection currents, because it provides better control than flames. It may 
lower the melt surface temperature and gas flow rate to reduce emission. However, all-electric 
cold-top melters are totally heated by the electrodes immersed into the glasses. The melt 
surface is completely covered by a floating blanket of batch. All-electric melters are often 
deeper than fuel-fired melters and maybe circular or rectangular. A typical circular design for a 
large furnace is shown in Figure 2(79). There is only a slight difference between the 
conventional large furnace method and all-electric melters. Instead of a crown with heaters on 
top of the large furnace, a cold and flat top is created by covering the glass melt with cold feed. 
Since there is no combustion process, there is no heat loss from flue gases in the furnace. 
However, the heat loss from the electrodes has to be taken under consideration. During the 
heating process, there are insulated holes inside the electrodes, so the electrodes can be 
cooled by the water. The heat loss due to the water-cooling depends on the thickness of the 
electrodes. To facilitate heat transfer and aid the refining process, the electrodes are developed 
to improve the convective currents in the furnace. This method also increases productivity and 
furnace capacity, improves glass quality, and minimizes air emissions. 
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Suspended crown (used during heatup) 


Electrode 


Circular tank Connector Riser 


Fig. 2: Vertical section view of a circular all-electric tank furnace(79). 


3.2 Conventional Combustion 


The conventional method of providing heat to melt glass is to burn fossil gas and air above a 
batch of continuously fed batch material and to withdraw the molten glass continuously from 
the furnace(2). To provide the desired flame temperature, air has to be always preheated. The 
fuel gas is injected into the furnace by the burner and is then mixed with the preheated air. Due 
to the high temperatures, the mixture of the fuel gas and oxygen in the air will ignite. The 
reaction produces the energy which is used for the glass forming reaction and the heating of 
the fuel gas, air, reaction gases, and feed. The fuel oil can also be used for the combustion 
process(2). The fuel oil needs to be heated to reduce its viscosity in order to be injected into the 
furnace as the liquid. The advantage of fuel oil over fuel gas is the higher energy amount per 
volume and the higher carbon/hydrogen ratio of oil. The higher ratio allows lower flame 
temperatures and results in lower emissions. Combined oil combustion is about 596 more 
energy efficient than gas combustion. The disadvantage is the higher amount of polluting 
compounds and heavy metals in oil which causes unwanted emissions and corrosion. 


The oxy-fuel combustion method uses oxygen instead of air for the combustion of gas. Since air 
contains 7996 nitrogen and nitrogen is needed to be heated in the furnace, the energy losses by 
these inert gases can be limited by the use of pure oxygen instead of air for combustion. The 
flame reaches higher temperatures with oxygen combustion and the residence time of oxygen 
combustion in the combustion chamber is longer than with the conventional air-fired method. 
So, in case of oxygen firing, the gases have more time to reach a thermal equilibrium with their 
surroundings(80). This better heat transfer means not only less energy consumption, but also 
less oxygen use. 
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Three intermediate forms are available: oxygen boosting, oxygen lancing, and oxygen 
enrichment(80). Figure 3(80) shows the scheme of oxygen boosting; it uses oxy-fuel burners 
within the air-fuel mixture to increase production, quality, and efficiency. Extra fuel is 
combusted with oxygen to get higher temperatures which helps to increase the glass pull rate 
on the furnace. This technique uses conventional combustion as the main combustion 
technique. Oxygen lancing is shown in Figure 4(80). It is the most common way to use oxygen as 
a supplement to combustion to raise the production capacity(80). The injection of oxygen 
beside, beneath or through air-fuel flames causes glass melting furnaces to reach a higher pull 
rate, greater level of fuel efficiency, and better glass quality. In the case of oxygen enrichment 
which is shown in Figure 5(80),oxygen is injected into the main combustion air header well 
ahead of the point where the burner enters the furnace(80). It is desirable to use the oxygen to 
enhance the entire combustion process in a consistent manner, so this pre-mix of oxygen is 
most common in the melting furnace design. 


FUEL ———» 


OXYGEN 


Figure 3: Oxygen boosting(80). 
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Figure 4: Oxygen lancing(80). 
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Figure 5: Oxygen enrichment(80). 
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The comparison of the oxygen boosting, lancing, and enrichment methods has been studied by 
Beerkens(81). The flame temperature of oxygen enrichment is higher than that of the oxygen 
boosting method. The oil flame has the lowest flame temperature. The oxygen/gas flame has a 
lower emission coefficient because of less formation of soot. However this effect is 
compensated by the higher CO» and H20 concentrations. Calculations for the heat transfer of 
three flames then result the oxygen/gas has the highest heat flux and lowest flame area. 


3.3 Electric Heating 


Electric glass melting furnaces were not considered as replacements of traditional fossil fuel- 
fired melters until the 1980s when the larger capacity electric furnaces were invented. Electric 
melting is commonly used for homogenous and high-quality glass, such as lead crystal and opal 
glass which is potentially volatile and polluting. Electric heating can be achieved by applying the 
electrodes into the molten glass and there are two options for electrode placements, direct 
heating and indirect heating. For direct heating, the electrodes are placed in the furnace in the 
glass melt. The second option is the placement of the electrodes outside the glass tank, which is 
called indirect heating. Electric boosting uses the direct heating method, which is the process of 
installing the heating electrodes with conventional burners or radiant tube burners. For pure 
electric heating, the glass is only heated by electrodes. However, melting of container glass in 
all-electric heating furnaces is not used in commercial applications because it is too expensive 
at this moment. 


Electric boosting is the add-on technique to improve the efficiency and to more effectively 
control the temperature. This process was patented first in the United States in 1934(5). This 
did not start to come into general use until 1952. The rod electrode system is applied in the 
glass furnace while it is hot and operating, without interruption of the process. The electric 
booster is made to increase the maximum tonnage output of the furnace. Unlike the 
conventional firing system, electric boosting increases the furnace output by the electric heat 
liberated within the glass itself instead of by increasing the temperature of the glass 
surroundings. In this way, the glass batch can reach a higher temperature without changing the 
superstructure temperature to reduce the destruction of the refractory in the lower structure 
and to lengthen campaign life. Many electric boosting systems can also reduce the intensity of 
the fire. Another objective of electric boosting is to improve the glass quality. The electrodes 
have the ability to create local turbulence in the glass in their immediate vicinity. In such action, 
the glasses in the tank are mixed so that the bubbles are diminished(6). Electric boosting heat 
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intended to increase output and improve the quality of glass can be achieved in this charging 
chamber. 


All-electric melting is the best method for melting fluoride, phosphate, borosilicate and similar 
glasses(82). In the normal fuel-fired furnace, the volatile materials are really easily to sweep 
through the flue system, resulting in a loss of molten glass, and the glass quantity loss is 
detrimental to people's health. Another disadvantage of the normal fuel-fried method is the 
different glass forming composition between the surface layer and middle batch, thus 
contributing to a non-homogeneous final product. During all-electric melting(6), the heat is 
produced below the batch blanket. Vapors will ascend and be condensed by the cold-top. The 
amount of such condensed materials builds to a constant concentration in the batch layer. One 
of the important factors for all-electric melting is that precise control of glass composition is 
possible. In the all-electric melting process, problems of heat penetration in melting colored 
glass are reduced when contrasted with the conventional melting methods. All-electric melting 
keeps the temperature constant by producing a reasonably uniform electric current throughout 
the entire volume of the glass. It is true that small all-electric furnaces are not as efficient 
thermally as large all-electric furnaces, in the same way that small fuel-fired furnaces are not as 
efficient as large fuel-fired furnaces(6). 


Choice of melting technique depends on the capacity needed, the glass formulation, and 
environmental performance. The advantages of electric heating are very low direct emissions, 
potentially increased melting rate per m? of furnace area, improved direct energy efficiency, 
lower raw material costs, better glass quality, more homogeneous glass, and potentially a more 
simple operation. But disadvantages of electric heating are high operating cost and non-viability 
for very large-scale glass production. 


4. Electrodes in Electric Heating 


4.1 Role of Electrodes 


Electrodes used in the electric heating furnace are of great importance in glass melting 
technology. Electrodes serve to feed alternating electric current into the glass melts. Because 
electrodes have electric conductivity and glass melt has ionic conductivity, the resistance of 
glass melts causes Joule's heating in the melt. It is necessary that electrodes are sufficiently 
heat-resistant to withstand high temperatures in the furnace. In addition to high temperature, 
one of the problems with the electrodes is that electrical charge may also lead to corrosion or 
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reduction of the electrode, thereby causing an accelerated attack on the electrode material??. 
Furthermore, the corrosion of the electrodes can also discolor and contaminate the glass melt. 
When a glass melt is heated electrically, many different aspects can be considered. The design 
of the furnace, the electrode materials used, electrode types, and the arrangement of the 
electrodes are important considerations. 


4.2 Electrode Materials 


Electrodes can be metallic, graphite, or other conductive material with high temperature 
resistance. With metal electrodes, where the electrode is wetted by the molten glass, the 
resistance is relatively low, which is an important advantage of the metal electrode. The surface 
current density of the current passing from the electrode into the molten glass can be up to 3 
A/cm?'9. But the main disadvantage of the metal electrodes is their high density. In an instance 
of sudden electrode fracture, it becomes difficult to retrieve the electrode from the furnace. 
For metal electrodes, pure metals or alloys, such as pure iron, tungsten, molybdenum, tantalum, 
niobium, or nickel-chromium alloys and nickel-chromium-molybdenum alloys, can also be 
employed with different furnace temperatures(10). Metal electrodes are normally used in the 
form of rods or plates in solid state. And pure molybdenum is the most frequently employed 
metal for rod or plate electrodes and will be discussed in detail. 


Graphite electrodes were introduced by Borel(82)and have significant advantages. The density 
is lower than the density of the molten glass. Without sinking in the molten glass like a metal 
electrode, it is easy to retrieve the broken piece from the furnace. Graphite electrodes have 
long life because of their high mechanical strength, especially when hot. Graphite electrodes 
are less costly than metal electrodes. However, the disadvantage of graphite electrodes is that 
they are not wetted very well by glass and thus have a greater contact resistance, which 
reduces the surface current density. Because the current density must be kept low, the 
diameter of the electrodes must be fairly large. So graphite electrodes are being used 
successfully at low current densities. Furthermore, graphite electrodes cannot be used for 
borosilicate glasses, colored glasses, or lead crystal glasses. Because graphite electrodes are 
attacked by these oxidized glasses, reduction of these metallic oxides occurs in the molten glass. 
The reduced metal is deposited on the graphite electrode. 
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4.3 Molybdenum Electrodes for Glass Melting 


Molybdenum is the most common material used for electrodes in the field of electric melting. 
The high melting point makes the molybdenum suitable for all temperatures reached in glass 
melting. The high electrical and thermal conductivity and low coefficient of expansion make 
molybdenum withstand great thermal shocks without being adversely affected. The State Glass 
Research Institute(83)has confirmed that molybdenum electrodes will not discolor crystal glass 
melting. As a result, it is permissible to use small-diameter electrodes to feed heavy currents 
into the glass melt. So the thermal losses from the electrode are low and energy is saved. 


However, molybdenum has the disadvantage of its poor oxidation resistance. It oxidizes readily 
when heated in air. Molybdenum trioxide (MoOs) begins to form at 600°C as a white powder. 
Figure 6(10) shows that molybdenum electrode weight loss occurs dramatically at temperature 
above 600°C because of oxidation. It is necessary to protect molybdenum from air at high 
temperatures by keeping it completely covered in the molten glass. 


: -- weight loss Eh] c 


Figure 6: Dependence of weight loss of molybdenum on temperature when heated in air(10). 


At high temperatures, molybdenum has favorable physical, mechanical properties, and high 
resistance to corrosion by glass, but only when it is compact and with high purity. Molybdenum 
electrodes are produced and used in the form of rods and plates. Molybdenum rod electrodes 
are produced from hydrogen-reduced molybdenum powder by powder metallurgy techniques. 
The principal requirement is to keep the carbon as low as possible, because carbon will not only 
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cause bubble formation in the glass, but will also impair the mechanical properties of 
molybdenum. Carbon contents in the electrodes will form bubbles for a short period at high 
temperatures. If the electrode has high carbon content, bubbles will continue to form for 
several weeks. 


Table 1(10)shows the important physical properties of molybdenum. It has excellent electrical 
and thermal conductivity, only slightly less than tungsten, but has the advantage of having half 
the density of tungsten. Molybdenum has also one of the lowest linear expansion coefficients 
of any metal in experiments conducted from room temperature to above 1000°C, which makes 
its use important in glass-to-metal seals and in electronic components. Furthermore, its thermal 
conductivity and linear expansion coefficient are quite close to silicon, an element which also 
has relatively good electrical conductivity. The mechanical properties of molybdenum are 
greatly influenced by the fabrication method. The tensile strength decreases with the increasing 
temperature and reduction is considerable at high temperatures, as shown in Figure 7(10). 
Curve B in Figure 8(10)also shows the dramatic ductility increase of the molybdenum after 
short-term annealing was applied to the electrode at temperatures from 900 to 1250°C. 
Molybdenum electrodes can be used without difficulty in melting glasses not containing PbO, 
As203 or Sb203. The relationship between the electrode corrosion process and the refining 
agents, such as arsenic and antimony, is also mentioned in section 2. The detailed mechanism 
of the molybdenum corrosion will be taken under consideration in the next section. 


Melting , . Thermal Linear coefficient Resistivity 

point Vapour tension Specific wt 4 conductivity of expansion [ph cm] 

°C) (torr) [kcal kg “°C ] (kcal m^! h^! *C7!] [1075 oma) 

2622 4: 10 at 1500°C ;.. 64x 107? at20 *C ,,. 0,065 at20 °C... 133 at20*C ... 5.3 at20 °C... 5 
1800 °C... 8x1077 1000 °C ... 0,075 1000 °C... 90 1000 °C ... 27 
2000 *C ... 4.15x1075 * 1400 °C ... 0,080 1600*C ... 58 1500 *C ... 43 


Table 1: Some important properties of molybdenum at various temperatures(10). 
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Figure 8: Strength and ductility of molybdenum vs. annealing temperature(10). 


A, Strength; B, Ductility 
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5. Failure Mechanisms of Molybdenum Electrodes 
5.1 Internal Factors for Molybdenum Corrosion 


Molybdenum is commonly used as an electrode material for electric glass melting. However, 
the material cost for Mo is high. It is, therefore, necessary to keep its consumption and, 
consequently, its corrosion by glass melts as low as possible. In addition, the products of 
corrosion affect the color of glass especially when melting crystal glass. The reasons of metal 
corrosion by glass melt in general are the successive and coupled electrode reactions, the 
course of which depends on several internal corrosion factors. 


Stanek(12) introduced the idea that the internal corrosion factors depend mainly on 
molybdenum itself, i.e.; its chemical purity, structure, character of its surface, presence of its 
primary protective layer, mechanical stress, and deformation of the material. To maintain the 
chemical purity of molybdenum, it is essential to keep the carbon concentration as low as 
possible. The electrodes with carbon contents of at most 50 ppm cause bubble formation for a 
limited period(10); e.g.; in borosilicate glasses it occurs for several hours. If the carbon content 
of the electrode is higher, bubbles will continue to form for several weeks. The carbon content 
of 50 ppm is also critical from the point of view of corrosion which rises rapidly in the range of 
60-70 ppm of carbon content(10). 


5.2 Outer Factors for Molybdenum Corrosion 
5.2.1 Molybdenum Corrosion Behavior in Different Glass Melts 


Besides internal factors, outer factors influencing the corrosion of electrodes are the chemical 
character of corrosive environment, the kind of anions and cations, temperature, and contact 
with other metals, electric current and current frequency. Electric melting of some glasses, 
especially lead oxide glasses is limited by heavy corrosion of molybdenum electrodes being 
connected with the contamination of glass melt(74). The extent of molybdenum corrosion is 
drastically increased by the presence of lead oxide and cations of arsenic or antimony. In 
addition, the presence of other polyvalent ions, such as Fe?*, Co**, or Ni? can also increase the 
corrosion rate. They are so-called depolarizers?, defining the corrosiveness of the glass melt. 


Matej(11) investigated the relationship between the molybdenum corrosion and lead 
precipitation rates together with the overall electrode current by using the potential of the 
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molybdenum electrode in three glass melts. Two of the melts contained 24 wt% lead oxide, one 
of them also containing a little arsenic oxide, and the third glass melt was free from lead oxide. 
The corrosion rate of molybdenum expressed as the rate of precipitation of lead was 
proportional to the sum of the molar concentration of both alkalis. The result of Stanek's study 
is shown in Fig. 9(12). The conclusion of this study shows that molybdenum is corroded on the 
account of the lead oxide. The rate of corrosion is determined by the intensity of the partial 
anodic current. At a corrosion potential, layers of reaction products containing molybdenum, 
lead, potassium and small amounts of sodium occur on the surface of molybdenum electrodes 
in lead glass melts. The molybdenum vacancy of 3 corresponds best to the oxygen content in 
the products. When the potential is raised by 400 mV, the layers only contain molybdenum and 
oxygen (MoO)). 


Iq / 


Mo» Mo*6 e- 


Figure 9: Dependence of the rate of electrode processes on the polarizing curve potential(12). 


In the study by Yamamoto(13), he investigated the influence of the antimony concentration, 
which is used as a fining agent, and the temperature on the corrosion of electrodes in the TV 
glass melt. A schematic drawing of the corrosion mechanism is demonstrated in Figure 10 (a) 
and (b)(13). Since the normal electrode potential of molybdenum is much lower than that of 
antimony, molybdenum electrodes can be easily corroded in the glass melt containing 
antimony ions. The metallic antimony particles were observed around the electrodes after 
dipping in the glass melt. Antimony ions and the dissolved molybdenum ions were detected in 
the molybdenum/glass interface. Yamamoto concluded that the corrosion rate of molybdenum 
electrodes was proportional to the antimony concentration in the glass melt. He clarified that 
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the dominant factor of corrosion process was the redox reaction of the molybdenum electrodes 
with antimony ions in the glass melt. 
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Figure 10: Corrosion mechanism of molybdenum electrodes in glass melts (a) without AC supply 
or (b) with AC supply(13). 


Vanmoortel(9) studied the influence of iron, nickel, and cobalt on the corrosion behavior of 
molybdenum electrodes in the molten glass by using electrochemical techniques. The corrosion 
potential of the metal was applied to determine the surface reactivity of the molybdenum 
electrodes. The stable corrosion potential values for the various melt compositions are given in 
Table 2(20). In each series of measurements, a clear tendency can be observed. The corrosion 
potential increases with increasing cation concentration. This trend can also be explained by a 
theoretical current-potential curve of a corrosion system in Figure 9(12). In the case of iron, 
nickel or cobalt acting as an oxidizing agent in the corrosion reaction of molybdenum, 
increasing concentration of these metal ions results in a raised cathodic current, depicted as 
the dashed curve in Figure 9(12). The dashed curve shows that the corrosion potential value 
shifts to a more positive value, resulting in a higher corrosion rate of the molybdenum 
electrodes. Results of mass loss experiments are shown in Table 3(9), which indicates that the 
corrosion rate of molybdenum increases with higher concentration of iron, nickel, and cobalt 
oxides. Moreover, nickel oxide is shown to be the most aggressive metal ion and iron oxide the 
least aggressive metal ion. Therefore, it is possible to identify iron, nickel and cobalt oxides as 
reduction partners in the corrosion of molybdenum by using corrosion potential measurements. 
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Compound Quantity (wt) E, 


corr 


(mV) 


Fe;05 2:5 808 + 21 
5.0 790 +6 
7.5 733 4 
10.0 703 € 2 
Ni,O; 0.5 825 +17 
1.0 818 + 10 
1.5 809 +5 
2.5 763 +6 
Co304 0.5 826 + 23 
1.0 821 +17 
1.5 810+ 14 
24.9 8194 


Table2: Average corrosion potential values(9). 


Compound Quantity ( wt?) Am (mg cm?) 
Fe:05 2.5 15.0 
5.0 59.5 
7.9 237.1 
10.0 330.9 
Ni,O; 0.5 9.5 
1.0 29.8 
1:5 91.3 
2.5 196.1 
Co50, 0.5 3.5 
1.0 10.0 
1.5 18.8 
2.5 39.1 


Table3: Mass loss data of molybdenum in different glass melts(9). 


The corrosion of molybdenum electrodes in an aluminosilicate glass melt was studied by 
Russel(22). With the help of electrochemical methods, a layer of molybdenum oxide is found on 
the electrode in contact with the glass melt. The layer partially dissolves in the glass melt and 
evaporates into the furnace atmosphere in the end. In all corrosion experiments, both 
molybdenum layers and metallic particles can be observed by energy dispersive X-ray 
spectroscopy (EDX). The thickness of this surface layer is strongly influenced by the 
experimental conditions, increasing with the corrosion time (in Figure 10)(22). As shown in 
Figure 10, the oxide layer thickness is surprisingly greater at lower temperature. The oxide layer 
is controlled by the solubility of molybdenum oxide in the glass melt and by dissolution kinetics. 
The rate of dissolution increases with the increasing temperature, which is the same process 
the corrosion rate follows. If the dissolution rate increases more strongly than the corrosion 
rate does with increasing temperature, the thickness of the layer will decrease with increasing 
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temperature. Thus, the thickness of the surface cannot be used as a measure of the corrosion 
rate. Russel assumed that dissolution of the oxide layer was the step to determine the rate of 
the corrosion process. 


0 5 10 15 20 
jdn h————————— 


Figure 10: Thickness, d, of the molybdenum oxide surface layer as a function of the corrosion 
time, t, in an aluminosilicate glass melt(22). 


5.2.2 Effect of Alternating Current on Molybdenum Corrosion 


Alternating current is also one of the outer factors continually affecting the heating electrodes 
in electric glass melting. It has been proved that the corrosion of molybdenum in glass melt is 
influenced not only by the power loading but also by the surface current density. The amount 
of corroded molybdenum and precipitated lead are approximately equivalent within broad 
limits of the alternating current loading. Devay(12)indicated the reason for accelerated 
corrosion is the increase of mean value of the anodic current (the corrosion current) as shown 
in Figure 9 by dashed lines. The mean value of the cathodic current which is a measure of the 
depolarization reactions rate tends to be equal to the anodic current increase. The corrosion 
rate increases with growing alternating current density but decreases with increasing frequency, 
as has been confirmed by additional studies(11). The dependence of corrosion rates on current 
density or frequency also affects the mean electrode potential. The corrosion of molybdenum 
electrodes increases with increasing current density (shown in Figure 11). Matej's study(11)also 
elaborated that alternating current can affect the corrosion and lead precipitation rate in 
various glasses melts in both directions. The accelerating effect always manifests itself in 
parallel with a shift of the mean electrode potential towards the more negative values and vice 
versa. 
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The study of dependence of molybdenum electrode corrosion in glass melt on frequency has 
shown that in a region of low frequencies, the corrosion as well as the amount of decomposed 
depolarizer may decrease with decreasing frequency. In Figure 12(12), the shape of curve 
presents a minimum of corrosion at some optimal low frequency. Below this optimal frequency, 
there is the minimal corrosion. Besides frequency, the dependence of the amount of 
decomposed depolarizer and of the molybdenum corrosion also depends on the current 
density and the temperature of the electrode surface. Therefore the corrosion rate may be in a 
broad range of conditions a function of the ratio between current density and frequency of the 
alternation current. The corrosion rate tends to be on the increase again below the optimum 
frequency. It brings out a convection flow in the glass melt. The diffusion processes will be 
accelerated and the protective layer of the anodic products may be destroyed. This accounts 
for the corrosion rate at the lowest frequencies being reaccelerated. The fact that there exists 
an optimal low frequency region where the corrosion rate decreases, maybe applied for the 
protection of molybdenum electrodes against corrosion. 
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Figure 11: Dependence of corrosion rate of molybdenum electrode on current density in the TV 
glass (a) without AC supple, (b) with current density of 0.53 A/cm?9), 
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precipitated lead 
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Figure 12: Frequency dependence of the amount of lead precipitated from a lead glass melt(12). 


6. Structure-Property-Performance Relationship of GMEs 


In electric glass melting, great care must be taken to avoid melt contamination. After reviewing 
the studies on the corrosion factors on molybdenum electrodes, molybdenum is found to be a 
less noble metal, being easily corroded by many compounds. Therefore, techniques have been 
developed to minimize the corrosion of the molybdenum by means of furnace design, 
formation of molybdenum alloys, and intermediate coating. 


6.1 Effect of Electrodes Arrangement 


The amount of corrosion originated from the electrodes in the glass melts depends on the 
temperature, area of electrode surface, and current density. A higher temperature for the 
electrodes allows more attack from the glass. During the melting process, the electrodes should 
be cooled with water from the insulated holes inside. The quantity of dissolved oxides increases 
with the increasing contact area of the electrodes. The electric current goes from the 
electrodes into the glass melt, creating the current density which should be low. The lower the 
current density, the less attack from the glass melts on the electrodes. These factors are 
contradictory however. If a small electrode is used, there is a small surface contact area and 
this results in a high current density. Joule's law shows that the heat development is 
proportional to the square of the current strength and, therefore, high current density will 
provide a high electrode temperature. The contact time between the electrodes and the glass 
melt is also a concern when discoloration occurs. Less contact time means less attack and less 
dissolved oxides. Therefore, thorough mixing is needed to achieve a shorter contact time. The 
convection current becomes more important when the mixing is required. It is possible to 
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influence the intensity of the convection current of the glass melt by suitably arranging the 
electrodes. 


Kasa(71) has shown a 3-D mathematical modeling that different arrangements of electrodes in 
an all-electric melting furnace influence the power density in the glass melt. The bottom, top, 
and plate electrodes as shown in Figure 13 have been arranged in the model furnace. The 
results from the model indicated that there is a very narrow relationship between the 
distribution of power density in glass melt and the temperature. Figure 14 shows the 
distribution of the power density and temperatures in horizontal gradients above the 
electrodes. The plotted and calculated data lines both reveal marked peaks in the electrode 
zones for all electrode arrangements. Therefore, it ascertains the intimate relationship between 
the power density distribution and the temperature. Thus, the intensity of the glass convection 
flow can be influenced by the electrode arrangements in the tank. The power density 
distribution in the central vertical gradients is shown in Figure 15. Figure 16 shows the 
maximum power density on the electrode length and distance of plate electrodes from the tank 
bottom. For rod electrodes, the power density decreases as the length of electrodes increase. 
This phenomenon occurs because the glass volume in the close vicinity of electrodes maybe 
released and increases with the increasing electrode length(71). A totally opposite situation was 
found in the case of plate electrodes: the amount of energy released in the center of the tank 
grows with the increasing distance between the electrodes and the tank bottom. The results 
showed the power density distribution can be influenced substantially by electrode 
arrangement in the furnace as well as by the type and dimensions of the electrodes, a finding 
that is in perfect agreement with Curran's study(70). Curran investigated the distribution of 
energy released in the glass melt using a 2-D mathematical model. Both Curran and Kasa 
concluded the power density distribution generated by rod electrodes exhibits highly localized 
characteristics, resulting in a temperature field and circulation pattern that can be widely 
influenced by the electrode configuration. 


«- >- FS 
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Figure 13: The configurations of the investigated furnaces equipped with the bottom, top and 
plate electrodes(71). 


temperature [C ] 


Figure 14: Power density and temperature distribution in horizontal gradients(71). (Point- 
bottom electrodes, square-top electrodes, triangle-plate electrodes, full symbols-power density, 
empty symbols-temperature) 
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Figure 15: Power density distribution in the central vertical gradient(71). 


Value A means the length of bottom and top electrodes or distance of plate electrodes from the 
tank bottom (point- bottom electrodes, square-top electrodes, triangle- plate electrodes). 
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depth of furnace with p,,,, [m] 


0.0 0.2 0.4 0.6 0.8 
Value A [m] 
Figure 16: Dependence of the depth in the central vertical gradient with the maximum power 
density on the electrode length or the distance of plate electrodes from the tank bottom(71). 


Value A means the length of bottom and top electrodes or the distance of plate electrodes from 
the tank bottom (point-bottom electrodes, square-top electrodes, triangle-plate electrodes) 


6.2 Effect of Second-Phase Particles 


Since molybdenum electrodes that come into contact with glass melts are exposed to strong 
corrosive attack, they are not usable for the majority of highly corrosive glass melts. High 
mechanical strength or good creep characteristics at high temperature are expected primarily 
from molybdenum electrodes because they function as high temperature materials. To further 
improve these properties, the formation of molybdenum alloys will be the approach based on 
Leichtfried's study(84). 


The desired results to limit corrosion resistance of the materials in contact with glass melts are 
less removal of material surface and lower intercrystalline corrosion(84). Intercrystalline 
corrosion, known as intergranular corrosion, is the localized attack occurring along the crystal 
boundaries of the material. The glass composition in the glass melt is reduced by molybdenum 
and will form relatively low-melting compounds with molybdenum, and thus the compounds 
spread out along the crystal boundaries by diffusion, resulting in weakening of the electrodes. 
Intercrystalline corrosion value is smaller than the surface removal of the electrodes. This is 
important to evaluate the overall corrosion characteristics. Sometimes the danger of cracking 
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of the molybdenum electrode would be expected to be higher than on the basis of a reduction 
in diameter. 


U.S. Patent No. 6090227(84)describes how the satisfactory corrosion protection is achieved by 
supplementary additions of ZrO» with Si or B in melts with polyvalent elements which cause 
strong grain boundary corrosion. Besides the strongly reduced surface removal, grain boundary 
corrosion attack is above all significantly reduced by the supplementary addition of 5 vol% ZrO? 
with 0.03 wt96 Si or B(84). The latter elements preferentially accumulate at the grain 
boundaries of the Mo electrodes. Leichtfried also compared different supplementary additions 
doped with pure molybdenum electrode (in Table 4). The surface removal and intercrystalline 
corrosion are indicated in units of mm/year. He concluded the optimum Si and/or B additions 
will be at approximately 0.03 wt% in glass melts. The corrosion rate increases again at higher 
contents, which can be connected with an increase in the diffusion rate. With a higher addition 
rate of Si and/or B, the mechanical process-ability of the electrodes is also reduced, since the 
cost of the mechanical shaping will increase. Moreover, the metals Pd, Pt, Ir and Ru in 
quantities of 0.05-3 wt% act in the same way as Si and B(84). 


Table 4: A comparison of results from examples 1-5(84). 


Pure Mo 17 mm/year 20 mm/year 
2 Mo with 3 vol% ZrO; 11 mm/year 19 mm/year 
2 Mo with 5 vol% ZrO; 8 mm/year 16 mm/year 
2 Mo with 7 vol% ZrO; 8.5 mm/year 16.5 mm/year 
3 Mo with 5 vol% ZrO», 0.03wt% Si 5.5 mm/year 6 mm/year 
4 Mo with 5 vol% ZrO», 0.03wt% B 7 mm/year 11.5 mm/year 
5 Mo with 2 vol% ZrO», 0.03wt% Si 12.5 mm/year 11.5 mm/year 
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6.3 Effect of Coating and Microstructure 


In order to reduce corrosion attack from the glass melt, researchers(85-87)have investigated 
the use of a variety of coating systems on molybdenum electrodes. In particular, molybdenum 
silicides have been identified as promising coating system components. Kithany?? provided an 
external protective layer of chromium oxide and an intermediate coat of molybdenum silicides 
to improve its corrosion resistance at high temperatures. Unfortunately, in such a coating 
system, the protective coat is degraded in the course of time and it therefore results in only 
very temporary protection against the oxidizing components of the glass melt. In addition, 
silicon tends to diffuse from the coating into the substrate resulting in formation of loss of 
ductility and other impaired mechanical properties. The long-term corrosion properties are 
therefore not improved by such protective coats. 


Research is continuing however, and it is apparent that significant challenges remain with 
respect to fully realizing the potential benefits of molybdenum metals for a variety of high 
temperature applications. Moore(86) described a coating system which is formed on a 
molybdenum substrate including an oxidation resistance layer, a CTE matching layer and a 
novel barrier layer. The oxidation resistance layer is preferably formed from a silicide of 
molybdenum such as MoSi». A self-healing silica scale forms on this layer during oxidation and 
provides a diffusion barrier for oxygen. The oxidation resistance layer maybe doped with boron 
and/or germanium to lower the viscosity of the resulting glassy oxide(86). The CTE matching 
layer, lying between the oxidation resistance layer and the electrode, reduced stresses from 
different expansion/contraction forces due to temperature variations associated with high 
temperature applications. The novel barrier layer, lying between the CTE matching layer and 
the electrode, remained amorphous at temperatures up to at least 1000°C and inhibited carbon 
and silicon from diffusing into the electrodes. The preferred barrier layer is the composition 
material including a carbon-containing component such as SiC, a material in the Mo-Si-C-N 
quaternary system(86). The significance of this invention is that the CTE matching layer has a 
graded composition formed from MoSi2+ X SiC where X varies as a function of depth from zero 
at the interface of the oxidation resistance layer to 1.96 moles at the interface of the barrier 
layer. Therefore, the value of X, corresponding to the SiC content of the CTE matching layer, 
gradually decreases with increasing distance from the interface between the oxidation 
resistance layer and the electrode. In the case of the barrier layer, it can be conveniently 
formed by sputtering the MoSi2+ X SiC composite coating material in nitrogen ambient. Without 
the barrier layer, Si and C will diffuse into the electrode which is shown in Figure 17. Figure 18 
shows auger line scans for the coating system with the CTE matching layer and the barrier layer. 
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As shown, very little Si and C diffuse across the nitride barrier from the coating into the 
electrodes. 
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Figure 17: Auger electron spectroscopy for electrodes without nitride barrier layer in 
coating(86). 
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Figure 18: Auger line scans for electrode with barrier layer and CTE matching layer(86). 


Martinz(87) also invented an oxidation protective coating, SIBOR (Si-10B-2C), which was applied 
onto molybdenum electrodes by APS (atmosphere plasma spraying) with a subsequent 
treatment. Molybdenum electrodes with and without SIBOR coating were immersed in various 
glass melts to determine the dissolution behavior of the SIBOR coating system. Three different 
glass melts were applied for the molybdenum electrodes, white soda lime container glass, opal 
glass and borosilicate glass. Molybdenum was activated by sand blasting and covered with 
SIBOR coating of 100-200um thickness. In the case of the white soda lime glass, the samples 
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were heated up to 1300°C. After each 24h step, the samples were taken out of the crucible, 
drawn off from the holder and dropped into water except those destined for microanalysis“°. 
The samples destined for microanalysis cooled freely on air. Figures 19 and 20show the cross- 
sections of the metal-glass interface of the samples. As shown, the coating for the dissolution 
test is not yet finished after 192 and 96 hours in Figure 19. EDX analysis will be used to prove 
the composition of the remaining coating system. In the case of the molybdenum without 
coating, only small voids in the dense material are visible after 192 hours (Figure 20). For opal 
glass, only SIBOR-coated molybdenum samples were used to be compared with soda lime glass. 
As shown in Figure 21 and 22, SIBOR on molybdenum was not dissolved within one week. The 
remaining coating is Si-free and B can be found in the diffusion zone below the molybdenum 
electrode. Compared to soda lime glass, the coating system dissolved greatly in opal glass 
because of its high alkali fluoride content. For the borosilicate glass dissolution experiments, 
SIBOR was found slowly reacted in Figure 23. After one week, the outside of the coating had 
lost the Si, but inside zones remained unchanged. This is caused by the high temperature of the 
glass which will enhances the formation of thick and dense diffusion zones. In addition, the low 
content of alkali metal of the borosilicate glass is the reason for a weaker reaction with Si. 
Molybdenum electrodes with SIBOR coating system is most easily destroyed by the alkali and 
fluoride-rich opal glass; less easily destroyed is the soda lime glass with a relatively lower 
reactivity. Borosilicate glass with lowest alkali content reacts most slowly with the SIBOR 
coating system. 


Figure 19: Cross-section of electrodes with SIBOR after 24 hours (left) and 8X24 hours 
(right)(87). 
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Figure 20: Cross-section of electrodes without SIBOR after 24 hours (left) and 8X24 hours 
(right)(87). 


Figure 21: Cross-section of the metal-glass interface of sample after 24 hours (left) and 72 hours 
(right) in opal glass(87). 


Figure 22: Cross-section of the metal-glass interface of sample after 168 hours in opal glass(87). 
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Figure 23: Cross-section of the metal-glass interface of sample after 24 hours (left) and 168 
hours (right) in borosilicate glass(87). 


7. Technology Gaps and Opportunities 


Nowadays all types of glasses are melted electrically, from soda lime to lead glasses, 
borosilicate, fiber glasses, and sodium silicates. Tonnages now being pulled from electric 
furnaces vary from between 50 pounds per hour to 140 tons per day. The art of electric 
boosting has played an important part in the evolution of full electric melting. For companies 
which are involved in electric boosting, the transition of all-electric melting is becoming easier. 
The literature also shows an even greater demand for electric boosting, not for the increase in 
tonnage for which it has been historically known, but as a means to use less fossil fuel and to 
reduce particulate emissions from stacks. Therefore, a thorough mastery of investigation of 
electrodes will demand a great deal of research and development. 


Since the corrosion characteristics of molybdenum are unsatisfactory for strongly corrosive 
types of glass melts, the target for the electrodes is to improve the corrosion resistance of the 
molybdenum electrodes at high usage temperatures. Until now, no economically and 
technically satisfactory procedures are known which prevent the chemical contamination of 
highly corrosive glass melts. Several patents describe how molybdenum electrodes have a 
silicon addition to increase oxidation, corrosion resistance, and creep resistance at high usage 
temperatures. But the disadvantage of this, as a consequence of the high silicon content, is that 
the designed alloy is incapable of being shaped mechanically so that the majority of 
molybdenum electrodes cannot be economically manufactured. Other studies focused on the 
coating system for Mo electrodes. Electrodes will be covered by the coating which inhibits the 
oxidation or corrosion reactions. The disadvantage, however is that the protective coat is 
degraded in the course of time and it, therefore results only in very temporary protection 
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against the oxidation components in the glass melts. Another concern is that the stability of 


molybdenum which is not like platinum materials is thermodynamically inexplicable. The 


compatibility of molybdenum with glass melts must, therefore, be explained via the kinetics of 


various simultaneously occurring reactions. However, so little is known about the kinetic 


processes, affecting the usability or non-usability of molybdenum electrodes in different glass 


melts and especially with significant proportions of polyvalent elements. 


The future of electric melting of glass is now assured. A solution to the research problems 


outlined above is no doubt of importance for the improvement of the melting process in 


general as well as to electric melting in particular. 
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